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BRIEFLY TOLD. 
lice 

AN OLp ScHEME IN A New Dress.—A correspondent at Valparaiso. 
Ind., writing under date of the 16th inst., says: ‘‘ I send you under sep- 
arate cover some copies of the Chicago Tribune, of July 5th and 12th, 
with marked articles relating to gas matters. I think you are in error 
regarding that 15 cent gas, mentioned in your issue of July 13th, as to 
place of location. The works are at Deering, a suburb of Chicago, lo- 
cated on the Northwestern Railway, not so far out as Waukegan. I 
think this is the same old scheme that was tried at Defiance, O., a few 
I believe this Hall is an uncle of Miss Proctor, of the fam- 
ous Proctor process. I was at Defiance while the plant was being erect- 
ed there, and attempted to have an interview with Mr. Hall, but he was 
always sick when I called, and I inferred, from the conversation of his 
foreman, that he was not seeking investigation from practical gas men. 
i am convinced that the Deering scheme is a bald-headed swindle ; and 
although it is located so close to this city, I have not taken the trouble to 
look it over. do so shortly.” 


moons ago. 


I may, however, 

Nor So Bap as AT First REPORTED.— Despatches sent from Philadel- 
phia to New York, the afternoon of the 22d inst., conveyed the 
shocking information that Mr. W. W. Goodwin, President of the Good- 
win Gas Stove and Meter Company, had been stricken that afternoon 
with paralysis, and that his case was very serious indeed. While it is 
true that Mr. Goodwin was suddenly stricken down, his marvelous re- 
cuperative powers stood him in good stead, and it is with great satisfac- 
tion we say that will be himself again in short order. 


on 


“Goody ” 


DESTRUCTION OF A GASHOLDER.—A very mysterious explosion case 
is reported from Rochester, N. Y., where, at midnight of July 15, a gas- 
holder of the Municipal Gas Light Company, located on the Canal 
street plant,was badly shattered by what undoubtedly was an explosion 
of gas. The holder had been out of action for something like two 
weeks, having been let down for the purpose of making some needed re- 
pairs to the tank. These had been completed 24 hours before the explo- 
sion occurred fact, the tank was being refilled. Everything ap- 
peared to be going along smoothly—the water works department placed 
a man in charge of the hydrant from which the tank was being filled, 
with instructions to turn off the current in case the fire bells proclaimed 
a fire—when that portion of the city in which the holder was located was 
suddenly disturbed and bewildered by an explosion of great violence. 
The holder crown was completely destroyed, as was the trussing, while 
the columns suffered slight injury. The force and direction of the ex- 
plosion were almost entirely upwards, none of the fragments of the 
crown having been discovered at a distance of 50 yards from the side 
sheets at Two men were killed by the explosion, one of 
whom was Michael Stapleton, the Company’s night watchman, the other 
being Philip Peterson, captain of a canal boat, whose vessel was lying 


in 


any point. 


in the canal which winds ‘along close by the holder side. Pe- 
terson was killed by a blow from a flying fragment of iron. We 


have not received the testimony brought out at the inquest, but it 
looks as if the inlet valve to the holder, which was still in direct line 


with the producing plant of the works, either leaked or had beeen slight- 
** off” 


ly moved from an position. In the meantime, the watchman was 
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making his round, carrying with him a lighted lantern—it seems it was | 


} 


his habit to lower the lantern through the holder manhole with the! 
object of determining how high the water had risen—and, following his | 
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Coal Storage. 
_— 
|A paper read by Mr. J. McGilchrist before the Incorporated Gas 
Institute. 


risky style of satisfying his curiosity, paid the penalty. This is the most | 
reasonable explanation of the affair that can at present be given, but | 
we hope shortly to furnish a complete account of the mysterious affair. | which in the past has not received from Gas Associations the considera- 
The value of the holder is put at $60,000. 


The theme on which I am to speak is ‘‘Coal Storage”—a subject 
| tion it undoubtedly deserves, but which in the future, both from its own 

— | inherent importance and the many risks arising to gas making from in- 
Gas Dornes at Cuiinton, lowa.—Mr. S. M. Highlands, Superinten- | dustrial disturbances, must demand attention. Mr. Charles Nickson 
dent of the Clinton Gas Light and Coke Company, writing under date | has to day favored the Institute with a paper on gas workers’ strikes ; 
of the 22d inst., says: ‘‘I inclose you a statement of facts which show | but if he could, along with the Institute, settle the larger question of 
in a small way what we are doing here. The city of Lyons, with 8,000 | strikes in other departments of labor as well as those connected with 
population, and adjoining this city, has granted us a 30 year franchise, | gas workers, it might be unnecessary for me to discuss this question. It 
and we are now piping it. We will supply it from our present works. | seems to me, judging from past and present experience, that there is 
We certainly are enjoying a gas boom here, thanks to low prices and every likelihood of strikes becoming more numerous in the future than 


good solicitors.” The statement referred to by Mr. Highlands is ap- | 
pended: ‘Few people perhaps realize the magnitude of the improve- | 
ments that are being made in this city by the Clinton Gas Light and | 
Coke Company. All the principal streets of the city are now supplied | 
with two gas mains, which course was made necessary by the increased | 
demand for gas for lighting and fuel purposes. The two gas generators 
recently placed in the plant are 32 feet high and 6 feet in diameter. The | 
new gasholder will be 60 feet in diameter and 20 feet in height. The} 
brickwork on the new addition is about completed, and the iron girders | 
for the roof are beiny placed in position. The cost of the improvements | 
will reach $65,000, and when everything is completed Clinton will have 
one of the finest gas plants in the West. Since the Ist of May last the 
Company has set 160 new meters; or, in other words, added 160 new 
customers to their books. At the present time they have 150 applica- 
tions from people who are patiently waiting their turn for connections. 
The Company has a large force of men at work putting in gas fixures. 

ln less than three months the Company has sold 175 stoves, embracing | 
several different grades of both heating and cooking stoves. It is| 
thought that the entire improvements now under way will be completed | 
in October.” 


| 
Norres.—Mr. William H. Christie, formerly of Akron, Ohio, has been | 
appointed Superintendent of the Corning (N. Y.) Gas Company, and | 
Mr. David Gertin was named as his assistant. Mr. Geo. A. Yuille| 
has resigned the position of Treasurer of the Chicago Gas Company in 
order to accept the management of the Economic Fuel Gas Company 
of Chicago.— On July 15, Mr. John F. Rodgers celebrated his first 
anniversary with the Decatur Light and Power Company of New| 
Decatur, Ala., which he serves as Superintendent. He ought to feel | 
satisfied with the record so far made by hii in this bustling Alabama | 
town. The Company began to supply gas in 1888, and its success was | 
not very flattering to the proprietors, who, on July 15, 1890, found | 
themselves supplying 72 consumers. On the date noted, Mr. Rodgers | 
took command, and at the close of his first year he can and did report | 
163 meters in service. 20 gas cooking stoves are in use. Next month| 
the Company will bury three quarters of a mile of 6-inch pipe, which 
will add 25 more consumers to the rolls, 6 of whom have signified their | 
intention of using gas stoves. Mr. Rodgers has in contemplation the | 
running of a side track to the Company’s coal storage house. Take it| 
all-in-all, he ought to be satisfied with his achievements for the twelve- 
month.——At the annual meeting of the stockholders of the Conaoli- | 
dated Gas Light Company, held last week, the Hon. James A. Gary 
presided, and Colonel L. R. Smoot acted as Secretary. The number of 
shares represented was 65,680, all of which were voted for the following 
Board of Directors: E. C. Benedict, W. B. Brooks, William F. Burns, | 
B. Cahn, W. S. Carroll, W. F. Fricke, James Spence and George A. 
Von Lingen. Ata subsequent meeting of the Directors, organization 
was thus effected: President, Capt. John W. Hall: Vice-President, W. 
S. Carroll; Secretary, Col. L. R. Smoot: Treasurer, Jos. W. Clarke. 
——The Berkley and Lorin (Cal.) Water and Light Company has been 
incorporated by W. L. Sheldon, W. F. Martin, J. A. Mallon, J. 
Purcell and C, W. Eltving.——-At the annual meeting of the Laconia 
(N. H.) Gas Light Company no change was made in the executive 
management. A 3 per cent. dividend on the old stock was declared. 
—Ata first special meeting of the citizens of Wakefield, Mass., a two- 
thirds vote in favor of directing the authorities to accept the provisions 
of the legislative act relative to municipal lighting was secured. 


| 
| 
| 
| 
| 
| 
| 





The Market for Gas Securieties. 
—_> 


Dull as the few immediately preceding weeks were in the matter of 
speculation in city gas shares, the past week (without exception) was the 
champion duil one in the history of the Exchange in respect to the se- 
curities noted. Consolidated sold down to 92}, the opening bid rate to-day 
(Friday) being 924. Of course there is no good reason why these shares | 
should be selling at such a ridiculously low figure, and they are decid- 
edly a purchase for either investment or speculation. Mutual is at 116 
bid, ex-dividend, as is Equitable. In Brooklyn shares no change of 
moment transpired. Chicago gas opened to-day at 484, the decline be- 
ing attributable to the mixed condition of affairs respecting gas char- 
ters. Laclede is at 14 to 154, and Baltimore Consolidated is at 434 bid. 





| during a strike 


| stant and satisfactory supply of gas 


| The stock of coal may be kept intact during summer ; 


| at an increased cost of 35 per cent. over their then contract rates. 


they have been in the past. It has been said that strikes will not cease 
from troubling the labor and commercial interests of the iand until 
‘*the lamb and the lion lie down together ;” but I am afraid that this 
happy and blissful period will only come when the lamb has disappeared 
in the lion. 

With regard to the question of coal storage, I do not know that there 
is any specific rule for the quantity of coal to be stored in proportion to 
the annual make of gas ; it 
**more honored in the breach I know of gas 


but if such a rule exists, I am afraid is 


than the observance.” 
works—large works—where there is practically no provision made for 
the storage of coal ; and I know of other gas works having storage for 
The ditference between these two cases 
the 


capacity is limited are much more numerous than those where the 


at least one year’s make of gas. 


gives a wide range; and I am afraid the instances where storage 


manager can lay in a large supply, and can say with a contented mind 


ss 


Soul, take thine ease, for am I aot bountifully—yea, 


most bountifully—supplied, and the people verily shall have light 


We have rules for gas storage in proportion to the maximum make of 


gas ; why should we not have a rule for coal storage’ I hold that no 


|gas works are complete with less storage accommodation than would 


maintain a supply for three months, calculated for the winter con- 
sumption of gas. I contend that, if my idea were generally adopted, 
it would prove not only economical, but would go far to place gas com- 
panies and gas corporations above the whims and caprices of trade 
union leaders, and would enable them to give a constant and efficient 
supply of gas during any temporary labor dispute. 

There are three classes of strikes affecting the gas industry. These 
may be put down in logical sequence as gas workers’, positive; railway, 
The tirst of of 


and, in many cases, most expensive 


comparative ; and miners’, superlative. these classes 
strikes is, no doubt, troublesome ; 
to defeat. But we have been taught by the South Metropolitan Gas 
Company how the battle can be fought and won. We, as gas managers, 
owe Mr. George Livesey, Mr. Nickson, Mr. Hutchinson, and others, a 
deep debt of gratitude for the manly way in which they fought the 
battle of the gas industry against the Gas Workers’ Union. The second 
railway—affect the gas industry even more than 


class of strikes—viz., 


the first, but in a less direct way; because, with insufficient coal storage, 


| unless at enormous expense, it is almcst impossible to maintain a con- 


In Seotland, during the railway 
strike last winter, the purveyors of gas light were at their wits’ end to 

accomplished with 
Three 


because the strike lasted only for six 


give even an indifferent supply ; and this was only 


enormous mental worry and money expenditure. months coal 
storage would have saved all this ; 
weeks. 
good sized English town, writing to me on the subject of my paper, 
‘*For my own part, I can scarcely find words to express the 


In England, too, the same conditions prevailed. A friend ina 
says 
anxiety I endured last winter in consequence of not having a coal store. 
With the exception of being able to store about 600 tons around the 
retort house, I was practically dependent upon regular daily supplies. 
but in winter it 
varies from day to day, and especially during any holidays the miners 
may indulge in. On more than one occasion we had not sufficient coal 
in stock to last 24 hours.” 
pushed for delivery. But they were unable to respond ; and his Com- 


Contractors, my friend goes on to say, were 


| mittee were compelled to purchase a quantity of coal from other sources 


Such 
is one example of a works without coal storage—perhaps rather an ex- 
treme case. But had my friend had ample coal storage, such he 
about to get—and, I may ada, ‘‘he won’t be happy till he gets it”— 
with what peace of mind both he and his Committee might have per- 
sued their labors. As to the third class of strikes—viz., those of miners 
—although the gas workers and the railway people might be anxious to 


aS is 
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assist in maintsining the gas supply, they would be powerless, because 
if the coal is not raised from the earth they might join that deplorable 


band of winter gardeners, the refrain of whose ditty is, ‘‘ We’ve got no | 


work to do.” 

Perhaps the greatest objection to supply sufficient coal storage is the 
cost it would entail. I now propose to show thst ample coal storage is 
Indeed, I believe that 


in most cases it could be shown to be a clear profit, altogether apart from 


not a drag upon the resources of a gas company. 
other advantages. Say that the average cost of coal storage amounted 
io 36 cents per cubic foot of space, and giving 44 cubic feet to the ton, 
we get $16.40 of capital charge per ton of coal. With this space occupied 
J 


ceed to point out the economies that compensate for this capital outlay. 


twice in a year, we get $8.20 as the capital charge per ton. now pro 
In the first place, let me remark that to insure an ample supply in 
winter, the coal master must bring his coal outside at the pits, which, of 
be at least 12 cents 


course, is charged on the cost of the coal. This will 


per ton. Again, by its being exposed to the atmosphere, coal undergoes 
deterioration in a remarkable manner, dependent upon its composition. 
This deterioration, together with the dross, may be put down at 30 cents 
per ton. To this sum it would only be fair to add 24*cents for the dis 
advantages arising from the carbonization of wet coal. This makes 
total, under these three heads, of 66 cents per ton—a saving suflicient, 
under almost any circumstances, to provide ample coal storage. Over 
and above this large amount, I believe another saving could be effected 
If companies were to take their supplies of coal other than in the winter 
season, When railways are pressed with the maximum traffic, the rail- 
way companies would make concessions under the head of carriage, 
which should also be put to the credit of economies. 

In addition to all these pecuniary advantages, no one can over 
the it 


ly speaking, dry. Indeed, I think one of the greatest blots in our 


estimate benefits of earbonizing coal when is, comparative- 
system of gas manufacture is the unscientific manner in which we often 
treat the coal previous to carbonization. It sometimes arrives wet at 
the gas works, and in this unsatisfactory condition it is frequently 
thrown into the retorts. The late Dr. Wallace, of Glasgow, in the year 
1878, when testing undried and dried coal, found that the latter not 
only gave a higher illuminating power, but also a much greater yield 
per ton—equal to fully 10 per cent. The increased sperm value of coa! 
when properly dried is somewhat extraordinary. And here I may par 
enthetically observe that, so great are the advantages of having the 
moisture—other than that of composition—extracted from the coal pre 
vious to carbonization, that I believe it would recoup the outlay of con 
structing a flue from the retort bench, under the coal stores, to the 
chimney stack, so as to attain the end in view. For these and other 
reasons, to which I need not specifically allude, I think I have demon- 
strated that no gas works can be in a complete or satisfactory condition 
without ample storage accommodation. 

In these days of the New Trades Unionism it is imperative that 
We can all 


the time when coal masters ‘* binged” coal at the pit-heads to meet the 


gas 
companies should have sufficient coal storage. remember 


winter requirements of gas manufactories. Under modern ideas of 
Trades Unionism the coal master cannot store coal as he used to do, be- 
cause as soon as a few tons appear in store at the pit’s mouth the min 
ers go upon holiday. I know of four collieries in 
the miners acted as I have described. 

Such a state of affairs implies a hand-to-mouth arrangement which 
cannot be pleasant to anyone who undertakes to give the public a suffi 
cient and constant supply of gas. 
rule throughout the country—and I fear it is fast becoming the rule 
the consumption of coal being so much greater in the winter than in 
the summer months, when the winter arrives there will not be a stock 
of coal above ground to enable gas manufacturers to maintain a con 
stant supply. This may be all good enough for the miner, who, no 


doubt, within certain limits, is justified in looking after his own inter 


It simply means that if this were the 


est: but it is a state of matters calculated to create some concern in the} 


minds of gas managers and their constituents. 

Can anyone imagine conditions more apalling than a gas works with 
a short supply of coal during the dark months of winter ? 
panies throughout the United Kingdom subject to such a condition for 
even one night, the unfortunate results to life and property may be bet 
ter imagined than described. The fact is, we must have coal ; and the 
only safe way to insure this is to have the surplus coal which is raised 
from the earth in the summer season stored at our works to meet winter 
requirements. If we could attain the end I have in view, the coal mas- 
ter would be relieved of much responsibility, gas companies would be 
greatly benefited, and the public would have no cause to fear an inter- 
ruption in the supply of artificial light. 


Were com 


| 
a | 


Lanarkshire where 


Some may object that, by storing coal for the period I have indicated, 
| extra cost would be incurred by the coal master charging interest. But 
I have it on the authority of certain coal masters that they would be 
| only too glad to increase the term of credit on coal so stored. This I 
consider no great sacrifice on their part, because they never make bad 


debts in dealing with gas companies and corporations. 
In conclusion, I trust I have laid this subject before you in sucha 
If this Insti- 


tute gives a strong expression of opinion as to the coal storage required 


1] 


way as may elicit a free and full expression of opinion. 


at gas works, I believe many suffering at the present time from short 
get the 


storage would easily ¢ amount they require. In a word, I believe 


that ample coal storage will 
gers, and at the same time keep the miners and other workers in check. 
of coal during troubled times should 
not rest on the shoulders of coal masters and railway companies. The 
proprietors of gas undertakings should bear a fair share of the responsi- 
and I hold that t vay to accomplish this is by the pro- 


tne 


conduce to the peace of mind of gas mana- 


The onus of maintaining a suppy 


hect 
re 


bility 
vision of ample storage 





Timber Piling in Foundations and Other Works. 


oe 


By Mr. H. ADAMS 


n botanically as exogens, or outward growers, 
1 rneath the bark outside that already 

Pith in the center, which 
b) Woody fiber, or long, 
the duramen or heart- 
which each one is considered to represent a 


Timber trees are know 


because the new wood is added undé 


formed. The whole section consists of—(a 


dries up and disappears as the tree matures. 


tapering bundles of vascular tissue, forming 


wood, arranged in rings, of 
year’s growth, and interspersed with medullary rays or transverse septa, 


these consisting of hard, flattened plates of cellular tissue, known to car- 


penters as silver grain, fe lt or flower, and showing most strongly in oak 
and beech After the tree is a few years old, the heart-wood becomes 
comparatively dry and hard from the compression produced by the 
newer layers. (c) Alburnum or sap-wood, which is the immature woody 


fiber recently deposited. In coniferous trees the sap-wood is only dis- 


tinguishable when dry by a slight greenish tinge; when wet, it holds 
the moisture much longer than the heart-wood, and can be detected in 
that way. (d) The bark, which isa protecting coat on the outside of the 


It receives additions on the inside during the autumn, 
1] The mode 
In the spring the moisture of the earth is ab- 


tender sap-wood 


ve 
Ve 


ausing it to crack and become vy irregular in old trees. 


of growth is as follows 
sorbed by the roots and rises through the stem assap to form the leaves; 


during summer the leaves give off moisture and absorb carbon, which 


thickens the sap; in autumn the sap deseends inside the bark, and adds 


a new layer of wood to Timber cut down in the autumn, after 


the tree 


the sap has formed the new layers of wood, is best seasoned by cutting 


it into planks and stacking them horizontally in open order under cover, 


exposed to a free current of air and protected from ground moisture. 


Baulk timber is best seasoned by putting it under water in a running 


stream for a few weeks, then stacking it loos ly with some protection 


from sun and rain Piles are formed almost exclusively of Baltie fir 


(Pinus Sylvestris), although other timber would be more suitable in 


some cases if expense were of less consequence. They should always be 





of whole timber, and may generally be rough hewn, in the log as im- 
For small 
or timber cut out 
it keeps its shape better in seasoning, and is less likely 
to twist or split in driving. If cut round so that the heart is left 
central, the only objection to cutting down large stuff is on the score of 


| ported, the size being selected according to the purpose. 


piles small stuff 1s much better than ‘“ broken timber,” 


of larger baulks ; 


all 


expense. 

In country districts alder (A/nus glutinosa) is favorably looked upon 
for small piles in wet ground, and where beech (Fagus sylvatica) is 
plentiful it is considered 
Yew (Taxus baccata) grows so slowly that it could 


good; but the author has no experience of 
these for piling 
large scantlings, but there is no 
It is, however, 
| rather apt to split, and is better for fencing than any other wood. 
English elm (Ulmus campestris) is very good for foundations in wet 
soil, or where constantly exposed to moisture ; but if alternately wet 
In the latter case oak (Quercus robur) is the 


never become a popular timber in 
English wood equal to it for withstanding the weather. 


and dry it will not last. 
most durable, and is particularly suitable for detached piles for mooring 
barges to on a river frontage Greenheart (Nectandra rodici) is per- 
haps the most perfect material for piles, but its cost is prohibitive except 
where the attacks of marine worms, which greenheart alone repels, 
render its use essential. Moulmein-teak (Tectona grandis) approaches 
greenheart in its special qualities, but is softer and more apt to split. 
Pitch-pine (Pinus resinosa), from the United States and Canada, may 





If2 








be obtained from 11 to 16 inches square and 20 to 70 feet long, sawn all 
round ; but it is not favorably received for piling, although it may often 
be obtained more cheaply than large Baltic fir. It is said to decay 
rapidly between wind and water, and in damp, close situations, although 
Col. Seddon (‘‘ Builders’ Work,” p. 123) considers it to be durable, es- 
pecially when exposed to damp and water. It is not good for beams, 
although very tough and strong when fresh, because it gets brittle with 
age, and must be well seasoned or it shrinks considerably. It is almost 
free from knots, but is subject to cup and heart shakes ; its elasticity, 
strength and durability are sometimes reduced by the practice of 
** bleeding” or tapping the tree for the sake of the turpentine it contains. 
Larch (Larix Europeea) is a very durable timber, suitable for small 
piles, as it will stand variations of moisture ; in appearance it is very 
similar to pitch pine, but its qualities are in many respects superior. It 
bears driving bolts and nails better than any other kind of resinous 
wood, is tough and compact, and in spite of its resinous character is a 
fire-resisting timber, similar in that respect to Lombardy poplar, which 
only smoulders. Good timber when freshly cut appears clear and 
bright to the eye, and firm and dry to the touch. It should be straight 
in the grain, with the annual rings uniformly spaced, have a fair 
amount of resinous matter, a clear sound when struck, and no large 
diagonal knots. If ‘‘ waney,” a large proportion of sap-wood and a 
wandering heart may be expected, but ‘timber having this defect may 
often be used for piles when it would be inadmissable for other pur- 
poses. 

For permanent use Baltic timber should be partially seasoned or dried, 
and then ‘‘ creosoted,” or impregnated with oil of tar, this being for- 
merly known as Bethell’s process. The usual specification clause is, 
“The whole of the piles are to be creosoted under pressure with not less 
than eight pounds of creosote to each cubic foot of timber,” but the 
amount actually taken up will depend very much upon the quality of 
the timber. For instance, good Memel will take up very little, while 
coarse Dantzic with a large proportion of sap will absorb a considerable 
amount. It passes much more freely through sap-wood than heart- 
wood, and this is fortunate, because otherwise the sap-wood is very 
perishable, but although the sap-wood is thus preserved it is not made 
capable of resisting heavy pressure. Timber is not properly creosoted 
if merely plunged in a tar tank ; it should show distinet signs of im- 
permeation when cut through the middle, and this can only be obtained 
when the creosote is forced through the whole length of the timber, 
although the more modern plan is to put the timber under a vacuum to 
draw out the air, and then let the creosote find its way in. In forming 
joints and scarfs all cut surfaces should be well tarred before being put 
together, especially on the end grain, and this should also be done upon 
all top ends when cut off ; it is not necessary on the points of the piles, 
nor upon the heads when merely dressed to receive the hoops for driv- 
ing. If uncreosoted the material should only be tarred upon the end 
grain, and then care should be 


taken that it is as dry as possible at the 
time, for moisture shut in by Piles 
driven in peat or loose ground, where from the uniformity of the soil 
or the short distance no serious obstruction is to be expected, may be 
merely pointed with a point one and a half to two diameters long, and 
driven without the protection of an iron shoe, but through gravel or 
boulder clay—a shoe weighing from 10 to 30 pounds, and proportioned 
to the size of pile must be securely fixed on each. These shoes have 
sometimes been wholly of wrought iron and expensively made ; but 
seeing that they are only used once or twice and are of no further ad- 
vantage after the pile is driven, the cheapest efficient shoe is undoubt- 
edly the best. Wrought iron shoes have generally one serious defect ; 
they have no flat abutment for the point of the pile, and consequently 
the pile acts as a powerful wedge to split them open. A square taper 
cast iron point with recess on each face to receive the end of strap, and 
four wrought iron straps, form the very simplest shoe ; one rough rivet 
through each opposite pair of straps fixes them securely in the recesses, 
so that the point cannot turn aside in driving. Two, or sometimes three, 
countersunk holes in each strap permit the shoe to be fixed on the pile 
by means of 3-inch or 4-inch town clout nails, or short spikes. The 
upper part of the cast iron point must be flat and square with the axis, 
and care must be taken in adzing down the end of pile to fit the shoe 
that the end of the pile bears well upon the cast iron point when the 
shoe is in place. The size and weight of the shoe will vary with the size 
of the timber used. Rankine says the shoe should weigh one-hundredth 
of the weight of the pile. In Vol. II of Rivington’s ‘‘ Notes on Building 
Construction” it is recommended that piles should be driven with the 
butt, or natural lower end downwards, but it is considered by many 
practical men that when timber is inserted in the ground the reverse 
way to that in which it grew—i. e., with the butt end upwards, the 


tar or paint causes rapid decay. 
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in fibers to cause them to rot. 
the butt end upwards if the pile 
is tapered, for by putting the small end downwards the pile is better 
supported throughout its length ; whereas if the larger end is driven 
downwards, the earth round the sides is not so firm against them. To 
prevent the timber from splitting up under the blows of the or 


moisture has greater difficulty in rising 
But there is another reason for keeping 


ram” 
‘*monkey,” the top of every pile has to be protected by a ring or hoop, 
and a few inches of the timber is wasted in cutting the square head to a 
circular form to receive the hoop. After driving, the hoop is knocked 
off and used over again for the next pile, and so on, until it is dropped 
in the water and lost, or burst in use. Generally the number of hoops 
provided is one-sixth of the number of piles. The depth of hoop should 
be about one fifth of the side of pile, and the thickness one-fourth of the 
depth. 

In the case of foundations in a soil liable to squeeze out, or cofferdams 
where a continuous shield is required against the entrance of water, 
sheet piling is driven round the site, usually formed of memel planks 4 
inches or 6 inches thick, sometimes of half timbers, and more rarely of 
whole timbers. To keep them in position gauge piles or guide piles are 
driven at intervals of, say, 10 feet to 15 feet; waling pieces, stringers or 
horizontal timbers are bolted on these, inside and outside, in not less 
than two rows, say one double row about half way up or at low water 
mark, and another double row within a foot or two of the top, notched 
on the guide piles so as to leave a space between the inside and outside 
walings equal to the thickness of the sheet piles, and guiding them in 
their descent so that they present a fairly even surface when finished. 
Where the ground is bare at low water the lower walings should be at 
the ground level. Owing to the shape of the sheet piles and the pecu 
liarity of their position, the points are formed differently from those of 
both 


cause the piles to have a drift towards the one last driven, and insure a 


square piles. There are two varieties, forms being designed to 


close joint. One is shaped like a wood turning chisel, beveled on both 
to 25 


for about three-fourths of the width, 


sides, and sloping from the horizontal at from 15 the other is 


beveled on both sides, horizontal 


and then cut off diagonally at from 60 to 75 from the horizontal. They 


weigh from 5 pounds to 10 pounds each, and are usually made of 


wrought iron plate Sheeting sometimes birds-mouthed 


120° to 


joints have been proposed, but if care be taken in using good material a 


piles are 


together at make a tighter joint, and still more complicated 


plain square joint will be generally sufficient. Sheet piling, to prevent 
the spreading of a wet and porous soil under a foundation, is only etfec 
tive in maintaining the superstructure ‘n statu quo so long as the soil 
remains wet: if drained the surface will, of course, sink, although none 
of the solid materials can escape. It may not be of much consequence 
if the whole building goes down uniformly, but unequal drainage will 
mean unequal settlement and consequent collapse. Piles in the water 
are sometimes covered at the water level with thin sheet copper, but it is 
doubtful if this affords any protection either against decay or the attack 
of worms. To prevent abrasion and thereby progressive destruction by 
the chafing of barges, oak fender pieces spiked on the exposed faces 
form the best safeguard. For horizontal fenders or rubbing pieces the 
American rock elm ( Ulmus racemosa) or the white elm ( Ulmus Ameri 
cana) are most suitable but expensive 

For driving very smal/ piles an apparatus called a ringing engine is 
used ; it consists of a light framework with a pulley at the top and a rope 
over it, connected at one end to a monkey weighing from 3 to 6 ewt., 
and at the other end attached to four or six short ropes or tails for pull- 
ing by hand power directly applied. One man is allowed to each 40 Ib. 
weight of monkey, and a rapid succession of blows is given with a light 


fall. 


virtually a large hammer, arranged to fall freely and strike a succession 


Ordinary piles are driven by what is called a pile engine ; it is 


of blows upon a given point. It consists of a tall framework, with ver 
tical guides on the face to keep the ram or monkey, as the hammer is 
called, in a direct line with the head of the pile. 
engine is placed just above the finished level of the pile head, so that in 
driving long piles a high framework is required. 


The base of the pile 


It is, however, some- 
times impossible to get the framework high enough for this, and it is 


‘ 


then set 6 or 8 feet above the finished level, and a ‘‘ punch,” ‘‘ dolly” or 
‘* follower,” of hard wood, hooped at both ends, is used on the head of 
the pile when it gets as low as the base of the frame, but the blow is not 
so effective, and the method should be avoided when possible—it is said 
to reduce the effect of the blow to one-third. In ordinary cases the monkey 
is raised by a crab-winch, worked by three or four men, and is connected 
to the rope or chain for lifting by an intervening slip hook, so that it 
can be suddenly disconnected and allowed to fall freely when it has 
reached the required height. In the usual way the monkey can only 
have a small fall at the commencement of driving, because of the height 
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of the pile, but the resistance is also very small at starting, and as the 
pile goes down the fall may be increased. It is then desired to retain a 
uniform fall, the rope which releases the monkey is made fast to the 
head of the pile, and the trigger is by this means pulled automatically at 
a constant height above the pile whatever its position may be. 
Where there is much piling to be done, the hoisting of the monkey is | 
usually effected by a small steam engine attached toa vertical boiler and 
3y throwing the wheels out of gear the chain | 
is rapidly lowered to enable the monkey to be again connected, and | 
much time is saved. In pitching a pile care must be taken that it is | 
started in the right place, as it cannot be shifted, but if the point is not | 
truly in line with the axis of the pile, or gets pushed to one side by meet- | 


placed close alongside. - 


ing an obstruction before it has entered very far, the pile will be drawn 
over to the side the point leans to. In spite of the greatest care they 
will sometimes be found slightly out of position, and they have then to| 
be drawn back by chains, twisted like a surgeon’s tourniquet, while | 
being bolted to the other timbers. If it be necessary for them to be 
scarfed, the upper portion can be adjusted by cutting the scarf a little 
out of line to suit. All piles are not required to be vertical ; in building 
jetties the outside row of piles is often doubled, the outer one being 
a raking pile for increasing the stability, acting like a buttress. 

At the corners of jetties the outer piles are like early English but- 
tresses, raking both ways—say, about 15° from the vertical. Occasionally 
the structure is braced by diagonal piles, but these are very difficult to 
0 When 


necessity arises, piles may be drawn from the bed of a tidal river by 


drive, and should never be more than 30° from the vertical. 


lashing empty barges to them and letting them lift by the tide. Against 
a river wall or round the foundations of a bridge, piles should be sawn 
off by a diver as low down as he can get at them, in preference todraw 
ing them, to avoid any risk of scour or undermining of the foundations 
taking place. On land they may be drawn by lashing a short piece to 
the top and then prizing it up by another baulk used as a lever, or by a 
pair of powerful jacks. One of the most interesting questions in con- 
nection with pile driving is the proportion between the weight of mon 
key and the fall to produce a given result. The monkey weighs from 5 
to 25 cwt., and is allowed to fall, say, from 6 feet to 20 feet. Upon a 
superficial consideration it would seem that a monkey of 5 ewt., falling 
20 feet, would produce the same result as a monkey of 20 ewt. falling 5 
feet, as they both would have 5 foot-tons of energy. 

Theoretically, and regarded as a mathematical question only, a heavy 
ram with a short fall will have the same effect as a light ram with along 
fall ; but in practice it is found that with too great a fall the effect of the 


blow is to shiver the timber instead of to force ii downwards. A heavy 
ram, producing the same effect in distance driven as a light one with a 


greater fall, does less injury to the pile. Dobson says: ‘‘ In 


with a fall from 12 feet to 20 feet, it is common for every tenth pile (say, 


working 
one pile in ten) to be more or less shaken ;” it is as if the top of the pile 


were driven down while the bottom remained He gives a 
Weight 


3 (diam. pile inches — 5). This appears to be rather 


stationary. 
table for weight of monkey desirable for various sizes of piles. 
of monkey in ewts 
heavy. Hurst’s ‘‘ Tredgold,” p. ‘* Piles from 10 inches to 14 
inches diameter require to be driven with a ram of from 1,000 to 1,700 


292 


says 
pounds weight. Sheeting piles require a ram of from 500 to 900 pounds 


weight.” Molesworth’s rule for weight of ram (p. 117, 21st edition) is 


M = wt. pile cwts., W = wt. ram ewts., L = length pile feet, H = height 
fall feet, s sectional area pile square inches, then 
W=M uM H M. 
58sL 


For the first few blows the pile goes down a considerable distance, 
which gradually becomes less at each blow until the resistance is so 
great that it will not go any further, or, as it is techmically called, ‘‘ re 
fuses.” Were the material of the pile perfectly rigid and inelastic, the 
impact, however slight, would produce an infinite pressure, but the 
material is very elastic, and so the fibers of the pile are compressed with- 
out the point going any further, and the amount of this compression and 
the elasticity are strikingly shown in the rebound of the ram when the 
pile refuses. Generally the driving is stopped when the set, or distance 
driven by the last blow, does not exceed } inch, or the sum of the Jast 
three blows 1 inch; but, of course, for this to be any measure of the 
supporting power the weight of the ram must be in some recognized pro- 
portion to the dimensions of the pile. Rankine says: ‘‘ According to 
some of the best authorities the test of a pile having been sufficiently 
driven is that it shall not be driven more than } of an inch by 30 blows 
of aram weighing 800 pounds and falling 5 feet at each blow,” and 
there is probably no one who would dispute the fact that if it stood 
this test, it had been sufficiently driven, some would say over-driven. 





The Ultimate Composition of Some Alabama Coals. 
—_— 


I B. Paruuies, Ph. D. 


In seeking to compare the Alabama coals with similar coals from Eng- 


3y Mr. WILLIAM 


|land and the continent of Europe, a serious difficulty was encountered 


in the absence of analyses showing the actual percentage of carbon, hy- 
Hundreds of proximate analyses, giving 
the percentage of volatile and combustible matter, and of fixed carbon, 
were available, but as a rule such analyses are not in use to any great 
extent outside of the Analyses made by what is known 
are but rarely met with elsewhere than in 
this country, and on this account it is difficult to institute a just compar- 


drogen, oxygen and nitrogen. 


nited States. 


as the ‘‘ proximate method 


|ison between our coal and the English, German or French coals. As is 
| well known, the proximate method is based on the assumption that, after 


the hygroscopic moisture is removed at a temperature between 105° and 


| 110° C., the volatile and combustible matter is removed by igniting in a 


minutes, over a Bunsen burner, and then for the 
same time over a blast lamp at a very high heat. What is left in the 
This is then burned off in the air, 
and the residue is termed In the proximate analysis, the mois- 
ture, volatile and combustible matter and fixed carbon, are added togeth- 
er and subtracted from 100, the difference being termed ‘‘ash.” The 
In such analyses 
he hydrogen, or oxygen, or nitrogen, although 
these ingredients are of great importance in valuing a coal, either for its 
f Proximate analyses are 

ling coal for gas making, or for the manufacture 
the first place, they do not give the content 
xed gases, and in the second place they give no informa- 
Why they have been preferred in 


closed crucible for 33 


1 , ” 
ixed carbon 


crucible is termed 


— 
ast. 


sulphur is not added in, but is expressed separately. 


t 
{ 


no account is taken of 
calorific effect or for its gas making qualities. 


of very little use in va 
of ammoniacal salts 
of f the 


O1 
tion as to the content of nitrogen 


in 


f 


any 


this country, to the practical exclusion of ultimate analyses, would be 
an interesting que yn to discuss, but one outside of the scope of the 
present paper. Suflice it to say that they have been preferred, and that 
there seems but little hope of changing the custom, much as this is to be 


\n ultimate analysis of coal gives the con- 
nitrogen and oxygen, the last being usually 
that is, by adding the percentage of carbon, 

ash and moisture, and subtracting from 
In this way we arrive at two 
important results, viz., the possibility of valumg the coal for gas making, 
this value being largely dependent upon the content of hydrogen, and 
for the manufacture of ammoniacal salts, this depending entirely upon 
These very important results are lost sight of 
when we confine ourselves to proximate analyses, for such analyses af- 
One might go further, 
can be rendered as to the calorific power of 
ultimate analysis, for by the proximate method we are 

he nature of the volatile and combustible matter, al- 

exceed one-third by weight of the coal under discus- 
sion. the calorific power of a coal is to be calculat- 
ed from the ultimate analysis and the result accepted as true for all cas- 
in analysis gives us a clue to the energy which the 
of affording when burned under proper conditions. Hav- 
v, a diligent search was made for ultimate analy- 
If they have been 
made, they are not available to the general public or to the Geological 
[t was therefore determined to begin a series of analyses which 
would give both the proximate and the ultimate composition of the prin- 
cipal Alabama coals. It was hoped at one time to have the samples 
drawn by an officer of the Survey, but as this could not be done now 
without great inconvenience, the chief companies were requested to send 
average samples of their coals and coke to the laboratory of the Survey 
and the metallurgical laboratory of the University. They very kindly 
complied at once, and the work was begun during the month of Febru- 
ary. The analvses of the cokes do not appear in the table, as it was 
thought best to defer of them until the fall meet- 
ing of the Society, when the coke is to come up for detailed in- 
The samples of coke have, however, been analyzed, and 
It is fully realized that the 
list of analyses given with the paper is not as long as it should be, for 
there are many coals of equal importance with those treated which 
could not be reached in time for this paper. During the next 12 months 
it is hoped to finish all or very nearly all of the prominent coals and 
cokes, and to give the results to the public through this Society Work 
n progress, especially on the cokes, to include many items of 
great interest and importance not usually expressed in ordinary analy- 
From an inspection of the table it will appear that there is but lit- 


desired for many reasons 


tent of carbon, hydrogen, 
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a erence 


determined by 


hydrogen, nitrogen, sulphur, 


] ) 


100, the difference being termed oxygen. 


the content of nitrogen. 


] 
lable 


ford no rel information on either subject. 


and say that no judgment 
coal without an 
told nothing of t 
though this may 
It is not meant that 
es, but that suc! 
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ing these things in vie 


ses of the chief Alabama coals, but without success. 
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e any discussion 
vestigation. 
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tle information to be had concerning the yield of tar and ammoniacal 
liquor from our coals. Only two companies report any tar, and neither | 
of these can give any figures relative to the ammoniacal liquor, as no 
attempt is made in this State, asfaras I am informed, to save the ammo- 
nia. The gas works at Birmingham use Pratt coal, and report a yield of 
about 13 gallons of tar per ton of coal retorted. 


g 
The gas works at Mo 
bile report a yield of about 10 gallons of tar per ten of coal. The Ala 
bama Insane Hospital reports no yield of tar, but it can be taken at 13 
gallons per ton. The total value of products to be obtained from a ton 
of coal cannot, therefore, be given for more than three of the coals, 
viz., the Pratt coal as at Birmingham, the Cahaba coal as at Mobile, and 
the Asylum seam as at the Hospital. 
coal, this has been taken at 1,500 lbs., probably the very best that can be 
done at present. 
the State is not quite as high as 1,300 lbs. per ton of coal, but it is stead 


As to the yield of coke per ton of 


} 


The average yield of coke from the bee hive ovens in 


ily increasing, and in some places is very close to it. The yield of gas 
per ton of coal can be given for the Pratt coal, the Cahaba coal and the 
Asylum seam. A yield of 8,000 cubie feet can be and is attained regu 
larly, but our best 
feet. In regard to the yield of sulphate of ammonia, it must be said 
that this is calculated from the content of nitrogen. 


oO 


as coals will hardly give as much as 10,000 cubic 
As no ammoniacal 
salts are manufactured from coal in this State, no returns can be given 
which represent the actual work. This is all the more to be regretted 
since the completion of these analyses, for they show that some of our 
coals are very rich in nitrogen, and consequently valuable for the man 
ufacture of the various salts of ammonia. If all the bye-products that 
could be obtained from a ton of Pratt coal were utilized, they would 
show a value of not less than $15 per ton of coal, and might show even 
more. As it is, however, more than 
is thrown 


Ps 
; 


5 worth of sulphate of ammonia 


away from each ton of coal used. If we allow that the 


equivalent to sulphate of ammonia, 82.79 lbs., worth $2.64. 


; sane Hospital. 


| could be dissolved in them. 








Amount yielded not known. Ammonia in 1,000 gallons, 21.34 lbs., 
Specific 
gravity, 1,005. No. 1,228.—Ammoniacal liquor from the Alabama In- 
Received 23d March, 1891. Taken from the first tank. 
Obtained from coal analysis No. 1,209. Amount given per ton of coal 
retorted not known. Ammonia in 1,000 gallons, 14.93 Ibs., equivalent 
57.92 lbs., worth Specific gravity, 


to sulphate of ammonia, 2 
Ammoniacal liquor from the Gas Light and Coke 


1,005. No. 1,256. 
Company. Received 10th April, 1891. Obtamed from coal analysis No. 
1,254. Ammonia in 1,000 gallons, 43 lbs., equivalent to sulpbate of am 
monia, 166.84 lbs., worth $5.33. Specitie gravity, 1,010. 


$1.85. 


Amount yield- 
ed not known. These liquors carry by no means as much ammonia as 
(Jood gas liquors carry from 1 per cent. to 
5 per cent. of ammonia, whereas the richest of these does not carry one 
half of 1 per cent. By being used again for washing the gas, any of 
these liquors could have the content of ammonia increased from two to 
ten times. In the preparation of ammoniacal salts from such liquors 
they are concentrated as much as possible ; that is, they are saturated 
with the ammoniacal matters which, by distillation with milk of lime, 
are made to yield free ammonia. The chemical composition of these 
liquors varies within quite wide limits; thus, besides ammonia, a gas 
liquor may contain such salts of ammonia as the hyposulphite, sul 
phide, carbonate, bicarbonate, sulphate, chloride, sulphocyanate, and 


benzoate. On distillation, however, with lime, they are decomposed into 


| free ammonia, and this is absorbed in various acids for the manufacture 


of the various merchantable salts of ammonia. There are coals in this 
State which yield large amounts of ammonia and make also good coke, 
and as the success of any utilization-of-bye product system depends to a 
great extent upon the chemical nature of the coals to be used, too much 


consideration cannot be given to the weighty question of ultimate com 


monthly consumption,of coal for gas making in the State is 1,200 tons, | position and nitrogen content. 


an amount somewhat below the true consumption, and exclusive of roll- 
ing mills, the annual amount of money represented in sulphate of am | 
monia is about $60,000. 
coke ovens, producing about 1,000,000 tons of coke yearly and using’ | 
about 2,500,000 tons of coal, the figures amaze one. We may take the | 
average value of a ton of coal in sulphate of ammonia at $4, and the 
average consumption of coal in the ovens at 2 
a waste of $5,000,000 every year. All 

saved, but there can be no doubt of the possibility of saving a great part 
of it. 
saving of a great part of the products of combustion, especially the am- 
moniacal matter. Such an oven may not yield coke as good for blast 
furnace work as that in the old fashioned bee hive oven, but it will en- 
able us to save some of the enormous waste that now goes on. 


If to this be added the waste from the 5,000 | 


,000,000 tons ; we thus get 


of this, of course, cannot be 


The coke oven of the future is the oven that will allow of the 


This 
waste is not only in the ammonia that escapes into the air (this may in 
some degree be brought down by rains), but is a waste of calories, which 
are not again within our reach. Heat allowed to escape into the air is a 
loss tous. The appliances that are now in use for saving the ammonia 
cal salts obtained from coal in an oven allowing of the use of the coke 
may or may not be satisfactory, but the trouble is mainly one of con- 
struction, not of principle. The difficulties will sooner or later be over- 
come, for the advantages to industrial prosperity are too great to allow 
the matter to remain where it is now. Whatever may be said concern- 
ing the adaptability of any coke oven to the profitable utilization of the 
bye-products, there can be no excuse for allowing the ammoniacal 
liquor from gas works to flow away. In England alone the yearly pro 
duction of ammonia sulphate from gas works is more than 100,000 tons, 
worth more than $6,000,000. In some parts of France the ammoniacal 
liquor is transported 300 miles by rail before it is worked up into mer 
chantable articles, such as the various salts of ammonia. From 1867 to 
1879, omitting these two years, there was made at Besseges, by the Simon- 
Carves system of coking, 983 tons of sulphate of ammonia, worth near- 
ly $60,000. In the United States, one of the best establishments for the 
manufacture of sulphate of ammonia is in Washington city. There is 
at all times a good demand for the article, and it is now worth $4 per 100 
lbs. at retail. It is used almost entirely in the manufacture of guano, as 
a source of ammonia. Thinking it might be of some interest to know 
how much ammonia was contained in the ammoniacal liquors made at | 
the gas works in the State, although this liquor is not used for the pre- | 
paration of ammoniacal salts, I secured samples from three separate es- 
tablishments, viz., the Alabama Insane Hospital at Tuscaloosa, the Bir- 
mingham gas works, and tte Mobile gas works. On submitting them to 
analysis, merely for the total amount of ammonia they could be made to 
yield, the following results were obtained: No. 1,227.—Ammoniacal | 
gas liquor from the Birmingham gas works. Received 16th March, 1891. 


Obtained from coal analysis No. 1,225. Taken from the hydraulic main. 


see. 








The Colorado Automatic Refrigerator System. 

—_— 

A paper read by Mr. A. McL. Haws, ¢ 
f Civil Engineers. 


’. E., before the American Society 
Oo 

An interesting and commercially successful experiment in furnishing 
a refrigerating medium through a main, in the same manner as steam, 
gas or water is supplied, has been going on in Denver, Col., for nearly 
two years. As the enterprise has proven of merit, and is likely to be 
adopted in nearly all large cities, and, as information on the subject is 
hard to be obtained, I furnish a brief from a report which I made to the 
City Counselor of St. Louis, where a similiar company had applied for 
a franchise to lay mains through the streets. 

Originally, freezing machines were made for obtaining ice, and pro- 
viding customers with this product. After that the aim was to furnish 
the refrigerent toa cold storage wareliouse adjacent to the ice machine, 
and from there the step was easy to supplying any refrigerator along a 
In these machines all liquids which readily evaporate 
Since the days of Carre, ammonia has 
been accepted as the best, because of its affinity for water, and because 


line of mains. 
have been experimented with. 


it is non-explosive, non-inflammable, and by its odor gives immediate 
warning of any leak or damage. Ammoniacal liquor of the proportion 
29 parts pure ammonia to 71 parts water has been determined by many 
experiments to be the cheapest and most efficient. 

The process consists, essentially, in the forcing of this liquor through 
the main to the point where refrigeration is desired; the sudden increase 
of space at that point, so it may quickly vaporize, and the absorption by 
water, to return on a suction line to the central station; the redistillation 
of the ammonia, and the removal of heat during this process. So that 
the system is practically automatic and once charged is run continu 
ously, and, barring accidents, without loss. 

In March, 1889, the company installed the plant, consisting of one 30 
ton ice machine, about 2 miles of mains (with connections for 29 boxes 
having an air space of 70,000 cubic feet), and the cold storeage ware- 
house of 50,000 cubic feet capacity. The main is one of the striking 
features of the plant. It is a 1-inch wrought-iron pipe and is not only 
capable of caring for the 70,000 cubic feet of air space now in use, but, 
by the installation of another 30-ton machine, can care for 150,000 cubic 
feet. The valves in the box connections have a clear opening of ,;; of 
an inch, which will serve for any ordinary cold storage room. Beyond 
these valves is an inch connection with a grill of 14-inch pipes on the 
ceiling of the room, at the far end of which is a 14-inch return pipe to 
the 3-inch main leading back to the central station. 

As the work was entirely in the line of an experiment the cheapest 
and most convenient materials were used. The conduit is a box about 
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20-inches square, made of rough planks, and enclosed in 1-inch main, 
the 3-inch return, box connections, and electric wires for detection of 
leaks or any disarrangement of the plant. The box is divided into sec- 
tions, and each section has pipes coming to the surface of the ground at 
the curbline of the street. By means of these ‘‘ smelling pipes” a leak 
or break can be traced up to the section, and then tothe very connection 
is at fault. An improvement in the conduit, which will be 
adopted in all future work; is the use of vitrified clay instead of wood. 
All the specials, as originally put in, were enclosed in larger specials of 
cast-iron, and the space securely packed with rubber. As the slightest 
leak of the ammonia turned the packing into ‘‘ sponge rubber,” which 


which 


exerted an expansive pressure sufficient to burst these cast specials, new 
designs of wrought-iron were adopted, and all cast-iron fixtures were 
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taken off. With the exception of these and a few minor details, no| 
changes have been necessary, and in no case has any customer been cut 
off for more than 3 hours, and not a single loss or damage has been | 
caused by this company. The electric connections through the conduit, 
to notify the central station of breaks, are not quite perfected, nor are 
the electric valves at the boxes for automatically regulating the tem 
perature in each box, a thorough success ; due, probably, more to the 
diminutive size of the opening (,', of an incb) than to any defect in the 


principle. 

A patrol regulates these things at present, but it is expected soon that 
the defects will be regulated and the plant will become thoroughly auto 
matic. have been 
thoroughly practicable, and no great changes will be made in them. 

In May, 1889, the first customers were connected with the mains, and 
tests were made to show the advantages of the system. Two similar 
boxes, with similar contents for preservation, the one fitted for ammonia 
freezing, the other one-third filled with ice, were tested by thermometers 
placed in various parts. After about eight hours the ice had reduced 
the temperature from about 62° to 47° F.; after nearly two days to 41 
F., and that seemed to be the limit. But by the ammonia process it 
could be lowered to 40° F., or even lower, in less than fifteen minutes : 
the air in this case was dry and pure (all moisture collecting at once on 
the grili overhead in the form of frost) instead of damp and moist ; and 


The main features, however, demonstrated to be 


meats, fish, etc., once frozen, remain so during the whole period of 
storage. In one case a piece of meat was kept six months and then 
cooked and eaten, and the difference in flavor between it and fresh meat 
could not be detected. As soon as business was commenced a problem 
was met in the regulation of prices. 
a basis of so much per cubic foot of air space in the box was decided 
But in some cases this was so manifestly unjust that an arbitrary 
price was agreed upon. Later researches, based on steam heating cal- 
culations, show a surprising agreement with the old ice bills, and what 
seemed impossible on the former basis, is shown to be very reasonable. 
So all new contracts are made on the later schedule of exposed surface 


Old ice bills were consulted, and 


upon. 


and openings. 

All customers express themselves as very well pleased with the system 
and its results. The third of their box formerly devoted to ice is a clear 
gain, as the grill overhead occupies no space that is ever used. The 
temperature, instead of being a varying quantity, dependent upon the 
arrival of the iceman, and never below 40° F., can be reduced to any 
degree above 25° F’. in a few minutes, and maintained within 2° F. of 
the same. Instead of the usual moist, disagreeable air of an ice re- 
frigerator, it isdry, sweet and clean ; and the opening of a valve takes 
the place of the iceman’s visit—with all uncomfortable circumstances. 
So enthusiastic over it are some customers that I cannot refrain from 
quoting two extracts. One consumer says: ‘‘The Colorado Automatic 
Refrigerating Company’s system is absolutely perfect, and is something 
that a butcher needs to use for only one week to make him feel that he 
is rescued from one of the greatest evils of the butcher’s business, 
namely, the price, trouble, labor, and dirt, attendant upon handling 
natural ice ;’’ and another writes ‘‘To-day, if ice was given me gratis, 
and even placed in my box free of charge, I would not use it, and ex- 
change my present method of obtaining cold air.” These go to show 
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the way the system is regarded by all who know it thoroughly, and that 
it has passed through the experimental stage to a well settled business 
enterprise. 





Electric Gas Lighting Apparatus. 
-> 
Hardware says that the frictional machine for gas lighting makes use 
of the generation of static electricity which takes place when one insu- 
We are all familiar 
with the experiment of rubbing a glass rod or a stick of sealing wax 
with a silk handkerchier, and we know when this is done that the glass 
or sealing wax becomes charged or electrified. The frictional electrical 
machine is merely a development of this experiment, and the frictional 


lating material is rubbed briskly with another. 


machine for electric gas lighting is merely a form of the frictional elec- 
If instead of 
a rod we take adisc of glass or some similar material and provideit with 
a spindle and crank with which to turn it, and place a pair of cushions 
bearing against the surface of the plate, then by turning the crank 
swiftly we can produce a charge of electricity on the surfaces of the 
glass or hard rubber disc. 


trical machine arranged and adapted for a particular use. 


This charge can be drawn off by means of a couple of metal col- 
lectors having each a row of fine points which almost touch the sur- 
faces of the disc. If these collectors are connected to a Leyden jar or 
condenser, the electricity generated by revolving the disc will accumu- 
late in the Leyden jar, and when this is discharged by connecting its 
two coatings together a spark will be produced. 

A condenser is simply a compact form of Leyden jar. It has plates 

plates of insulating material. However many 
plates it may contain, all the even numbers are connected together at 
one end, and all the odd numbers at the other, thus forming practically 
two large plates. These plates being connected to the source of elec- 
|] accumulate on them, and this charge can be sud- 
onnecting the plates together for a moment by a 
If the condenser has been charged to a high tension a 
long spark will be produced when the piece of wire connected to one 
] 
The principle of the frictional gas lighting machine, then, is clear ; its 
A wheel or disc of hard rubber pro- 
vided with a shaft and crank is mounted on bearings in an insulated 
case; pressing closely against the sides of the disc are two small cushions 
which are treated with a special amalgam that intensifies the exciting ac- 
tion of the cushions and prevents them from wearing out rapidly. A 
pair of metal combs or collectors placed on opposite sides of the disc 
serve to collect the electricity which is generated when the wheel is 
it to the condenser with which they are 
The disc, cushions, collectors and condenser 
are inclosed in an air-tight hard rubber case through which only the 
shaft, provided with its crank, projects. Above the case are the binding 
posts for connecting wires 

To operate the machine the crank is turned, clock-wise, for a certain 
number of turns required to produce a spark capable of lighting a cer- 
The machines are generally made in two 
The smaller size will light 50 burners 
when in prime condition, and the circuits are properly run and insu- 
lated ; it is considered better and more economical not to overload the 
machine, but to use about 35 burners on a circuit. The-larger machine 
has a capacity for lighting 150 burners where the insulation is perfect, 
but the safer plan is to limit the number of burners in one circuit to from 
50 to 75. 

The machine and the switch governing the circuits should, of course, 
be placed near the stop cocks by which the gas isturned on. Care should 
be taken in putting the switch and frictional machine in place to see 
that they are thoroughly insulated. They should never be attached 
directly to a wall, be it ever so dry, but should be mounted on a base of 
dry wood which is first secured to the wall and well varnished. As one 
terminal of the machine is connected to ground any defect in insulation 
will cause a loss of energy, weakening the current and thereby limiting 
its spark producing powers. 

For installations of any size, where a number of circuits have-to be 
supplied, it is better to use the larger size of machine. The 8-inch 
machine will not stand very hard work as the cushions are very small ; 
with much use the amalgam wears away, and this has to be renewed, 
causing expense and loss of time. The larger machine, therefore, in the 
long run, will be found to be by far the more economical of the two. 


of metal separated by 


tricity, a charge Wi 
denly dissipated by « 


piece of wire 
terminal is brought near to the other termina 


actual construction is very simple. 


revolved, and conduct 


metallically connected 


tain number of burners 


sizes, 8-in. dise and 12-in. disc. 





THE capital stock of the Beverly (Mass.) Gas Light Company has been 
increased in the sum of $25,000. Total, $85,000. 
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Thirty-Horse Four-Cylinder Gas Engine, Adam Type. 


— 

The illustration shows a 30-horse power gas engine, shown at the 
Frankfort Electrical the Maschinenbau-Gesellschaft 
Munchen, of Munich. This engine, which is the invention of Mr. G. 
Adam, of Munich, is adapted for working either with gas or the vapors 
of hydrocarbon ; Fig. 1 is an end view of the engine, Fig. 2 is partly a 


Exhibition, by 


Fig 1. 
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middle between the motors. The valves through which the engine is 
actuated are placed at the foot of each pair of cylinders as shown in 
Figs. 1, 2 and 3; the air is admitted through the pipes passing into the 
chamber in the bedplates, and the exhaust is taken through the pipes 
shown in Fig. 1. A special feature of the design is the mixing valve 
shown on the right hand side of Fig. 2. 
held in its place by a light spring ; 


This valve is automatic, and is 
air is admitted through the passage 
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side elevation and partly a section through one of the cylinders ; Fig. 3 
is a plan; Fig. 4 is a section through one pair of cylinders ; and Fig. 5 
shows the cams actuating the valves. As will be seen from the en- 
gravings, the engine is single-acting, with four cylinders 9.84 in. in 
diameter and 15 in. stroke ; the indicated power of the engine is 38-horse 
power, with a speed of 160 revolutions. Each pair of cylinders may 
be regarded as constituting a motor, so that the engine consists of a pair 
of such motors mounted on the same bed-plate, and supporting the bear- 
ing of a shaft with cranks placed at 180 deg., and a fly-wheel in the| 





in the bedplate, and passes through openings made in the top of the 


valve seating. The gas is admitted through the tap shown, and flows 
through small passages in the valve chamber to the coned valve; as 
this valve is forced from its seat at each stroke of the piston the air is 
drawn past it with the gas, and the two are mixed in the desired pro- 
portions, and it is claimed very thoroughly. One such mixing valve is 
required for each cylinder, as well as one igniting valve; these, with 
the exhaust valves, are placed together, as already stated, at the foot of 
each cylinder. The igniting valve, Fig. 2, is constructed as follows: 
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The igniting valve shown on the left hand side of Fig. 2, as well as 
on Fig. 1, is of cast iron ; it is hollow and slides vertically in a cast iron 
casing. Below the igniting valve is arranged the device required for | 
regulating or feeding of the igniting flame and for the produc- 
tion of an igniting flame from compressed gas. In the hollow} 
valve slides a core, moved by the regulating rod and cam driven | 
from the main shaft. This core when descending first closes the hollow 
valve, and then depresses it, but the valve is pressed upward on its seat | 
by aspring. The action is as follows: From the casing, combustible | 
gas, when the mixture is compressed, flows through a small hole to the 
recess and into the hollow space of the valve where the gas is ignited by 
a continuously burning flame. The flame in the hollow space is fed 
until the core closes it, and at once presses down the valve proper until 
the passages come in contact with the compressed gas in the chamber, 
which is ignited, and the whole charge in the cylinder thus exploded. 
The valve with the core remains pressed down or closed during the 
period of combustion as well as during the exhaust and suction period. 

A positive motion is given to the ignition and exhaust valves by means 
of the regulating gear indicated in Figs. 1 and 2. On each end of the 
shaft is a pinion gearing into a toothed wheel on the middle of a counter- | 
shaft carried in bearings attached to the end frames of the engine. Upon | 
each of these shafts is a series of cams shown to a large scale in Fig. 5, | 
so arranged as to press on the roller at the end of each of the spindies 
rising from the valves, and give it the desired travel ; the springs above 
referred to bring the valves and spindles back into their proper position. 

The engine shown at Frankfort is employed to drive a dynamo ex- 
hibited by the Thomson-Houston International Electric Company, of 
Hamburg. It appears that a very large number of these engines are in 
use in Germany, with 1, 2 and 4 cylinders, and ranging from one half 
to 150-horse power. 








The Miners’ Law of Alabama. 
—_— 
The following is the text of the bill to create in Alabama the office of 
inspector of mines, and to prescribe the duties of said office. 
Src. 1. Be it enacted by the General Assembly of Alabama, that the 
office of inspector of mines is hereby created. 


The said mine inspector 
shall be appointed by the Governor, within ninety days after the passage 
of this act, and he shall hold office for two years, or until his successor 
is appointed and qualified. Before assuming the duties of said office | 
the inspector shall take and subscribe an oath to perform, to the best of 
his ability, and without fear or favor, the duties of said office, and shall 
give a bond of $2,000, to be approved by the Governor, to cover any 
default in said office. 

Sec. 2. Be it further enacted, That it shall be the duty of said inspec- 
tor to visit officially every underground coal, iron, and other mine in 
the State where twenty or more miners are employed, at least once in 
every three months, and examine in person, and in detail, the methods 
and manner of working said mines, and if, in his opinion, any changes | 
are required, he shall notify in writing the operator or owner of said | 
mine what changes are required to be made in the manner of working, 
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inch. The approaches to any old workings shall be done and made in 
the manner prescribed by the inspector of mines when pools of water 
are suspected. 

Src. 5. Be it further enacted, That the inspector of mines shall give’ 
directions to the mine operators and owners as to the method or manner 
of working gaseous mines, and the manner of working or propping the 
roof in any or all mines, and shall examine the machinery and ap- 
pliances used in working the same, and give directions as to the 
examination of the same. All of such directions shall be given in 
writing, subject, however, to reference as hereinbefore provided, and to 
the penalties for failure to comply as provided in section 2 of this act. 


| The expense of all such appeals shall be paid by the party asking for 


such reference. 

Src. 6. Be it further enacted, That the salary of the said inspector of 
mines shall be $1,500 per annum, to be paid as other State officers are, 
with an allowance not exceeding $400 per annum for actual traveling 
The said inspector 
shall keep his office in Birmingham, Jefferson county. 

Src. 7. Be it further enacted, That the said inspector of mines shall, 
together with two mining engineers, to be appointed by the Governor 
for two years, form a Board of examiners to examine and give certifi- 
cates of fitness and service to mine bosses, and after 12 months from the 
passage of this act no person other than those now acting as mine bosses 
shall be employed as such unless they have a certificate of fitness or 
service given by the board created as above. For each person examined 
the board shall exact a fee of $3, tobe paid before the examination is be- 
gun. The said amounts to be received by the inspector of mines, who 
shall be ec officio chairman of said board without extra pay. The min- 
ing engineers on the board shall be paid by the inspector $4 per day out 
of the examination fund, and the remainder, if any, shall be turned into 
the State treasury. The said board shall meet once in three months at 
the office of the inspector of mines in Birmingham, and can hold two 
days only at each meeting, except when called together by the inspector. 
.8. Be it further enacted, That mines where not more than 20 min- 
ers are employed shall not be subject to the provisions of this act. Nor 
shall the examination or requirements of the mine inspectors relate -to 
any matter except where the health and safety of mine employees are 
concerned. 

Be it further enacted, That the Governor may discharge the 
mine inspector at any time for unfairness, unfitness, incompetency and ‘ 


and office expenses, to be paid out of the treasury. 


SE 


SEC. 9. 


| malfeasance in his office, and appoint his successor for the unexpired 
} , 


term. 

Sec. 10. Be it further enacted, That the inspector shall first refer any 
matter at issue between him and the mine owners or operators to the 
board as constituted in Sec. 7 of this act, for their action and deeision, 


before referring the same to the courts. 





The Electric Light in Paris. 


we 


A contemporary notes that the manner in which Paris is now pro- 
| ceeding to introduce electricity in every portion of the municipal area is 


or in the machinery and fixtures used in working said mine, and if said | of the utmost importance to all other cities that have to do with similar 


changes are not made in a reasonable time, he shall, after conferring 
with the board, as constituted in section 7 of this act, refer the matter to 
the probate judge of the county, from whose decision, after hearing the 
said matter, either party may appeal within sixty days to the Circuit or 


Supreme Court, otherwise it shall be final and binding on the said | “ 


operator or mine owner ; and any operator or mine owner who refuses 
to carry out the said final order after a reasonable time, shall be guilty 
of a misdemeanor, and may be fined not more than $1,000, by any 
court of record in the county. 

Src. 3. Be it further enacted, That whenever required by the State or 
inspector of mines of any operator or mine owner, two openings shall 
be made, one for an escape way if practicable, in any mine operated or 
owned by them. Reasonable time, however, shall be given to said 
operator or owner to prepare the second opening, in no case exceeding 
two years from the time such order or requisition is made. 

Sec. 4. Be it further enacted, That every mine operator or owner of 
any mine in this State, shall, within twelve months after the passage of 
this act make and keep in their office or principal place of business, a 
map or plan of their mine workings, both old and new, and file a eopy 
of the same in the office of the probate judge of the county where said 
mine is located, to be preserved by said probate judge as other records 
are, and each twelve months thereafter acopy of all changes or progress 
in said workings shall also be made and filed, or marked on the maps 
already filed in the office of the probate judge as aforesaid. The said 
maps shall be made on a wmaform scale not less than 400 feet to the 


|problems. There has been no undue haste. On the contrary, the sub- 
| ject has been treated in a patient, scientific, systematic way. 

To begin with, the municipality has spent 2,000,000 francs or more in 
| making a central electrical installation of its own in the basement of ‘ 
Les Halles Centrales,” the great central market of Paris. This plant 
is conveniently situated for the illumination of a number of public 
| buildings and establishments, and it can be enlarged indefinitely. But ° 
lit has never been intended to use this or any other municipal installa- 
| tion for the general work of lighting the city. It is for experimental 
| purposes, and also for the purpose of acting as a regulator of charges. 
| It enables the municipality to command the situation, and gives it a corps 
| of men who understand the practical details of an electrical establishment. 
| For the purpose of general illumination the city has been divided into 
| seven ‘“secteurs electriques.” Paris is approximately a circle; and the 
lsecteurs are segments, the dividing lines of which radiate from the ‘ 
vicinity of the Halles as a center and extend to the circumference. 
Each of these secteurs has been granted exclusively for a short term of 
| years to a responsible electric company. The Edison Company has ' 
| been accorded one, the great Paris contractor, Victor Popp (using the 
Thomson-Houston system), has two, and the others are conceded re- 
| spectively to the Messrs. Rothchild, Societe Alsacienne, the Ferranti 
| Company of London, and Naze & Co. (representing the Westinghouse 
| system). Several of the secteurs were granted in the latter part of 1890, 
completing the distribution. 

As one of the conditions, it has been required that the companies pro- 
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ceed at once to make their installations, and that within two years their 
districts shall be completely served with main cables. Thus, before the 
end of 1892, such provision will have been made that, if desired, every 
street in Paris, as well as every house, can be illumined with electricity. 
It is required that the companies shall supply street lighting upon 
terms that are as favorable as possible, at cost or even less, and a max- 
imum rate of charge to private users is prescribed. Each company has 
been required to give a guarantee fund of several hundred thousand 
francs to insure the fulfillment of all the conditions imposed in the con- 
cession. No payment has been required for the charters, the terms be- 
ing short, and permanent arrangements being deferred until use can be 
made of the results of 5 or 10 years’ experience. Meanwhile the city 
has its own central plant, and it is not debarred from laying its cables 
into any or all of the secteurs, with a view to regulating prices by com- 
petition. Thus Paris is on the point of being more completely supplied 
with electric lighting facilities than any other large city in the world. 








SPECIAL ENGLISH CORRESPONDENCE. 
—_— 
CoMMUNICATED BY Norton H. Humpurys. 
SALISBURY, July 10, 1891. 
Gas Affairs at Manchester.—New Projects.—The Capital of Gas 
Undertakings. 

Those who claim that gas supply ought to be in the hands of munici- 
pal authorities, and not left to that private enterprise which is sufficient 
to meet the demands for nearly every other commodity, would do well 
to direct their attention to Manchester. This important city has enjoyed 
every possible advantage in regard to the establishment of its gas works. 
These were commenced a long while ago, about 60 years, I believe, by 
the Corporation themselves, and the capital invested is no more than 
thgtactually necessary to pay for the cost of land, structural value of 
plant, ete. Manchester is, therefore, in a position, as compared with 
other cities where the works were started by a private company, and 
subsequently bought up by the local authorities as a going concern, of 
being burdened with only about one-half the usual amount of capital 
as compared with the quantity of gas sold, seeing that several instances 
might be quoted showing that double the actual expended capital, or 
more, has been paid for gas works in going order, the excess being con- 
sidered to represent the *‘ good will” of the business, and the loss of 
future profits to the shareholders. Under these advantageous circum- 
stances, leaving out of consideration those which some would credit to 
the municipal management, which is supposed to afford a great saving 
in establishment expenses, gas should be both good and cheap at Man- 
chester. Itshould, in fact, be the gas consumer’s paradise, if it were 
possible for such to exist in any place where gas meters are used. But 
yet there are continual complaints amongst the consumers, both as to 
quality and price. I do not propose to enter into these at present. The 
object iu view is to illustrate the remarkable position taken up by the 
gas committee in reply to recent agitation on the subject of price. The 
committee say that already the demand has become excessively large, 
so much as to tax the capacity of the works to the fullest possible extent. 
This is ascribed to recent reductions of price in some old townships, and 
to the extended use of gas for purposes other than lighting. It is urged 
that at present prices the consumption continues to increase, and that, 
under the stimulus of a general reduction in prices, it would get beyond 
their powers of supply. Certain extensions are in progress, but only a 
portion of these will be ready for use in the next heavy season. So it 
appears that the unfortunate gas consumer must pay more for his gas 
for another year or so, simply to render a regular suprly more certain. 
In any case this appears somewhat doubtful at the time of maximum 
production, as the working under such conditions must approximate 
more nearly than is either desirable or pleasant to a ‘‘ hand-to-mouth ” 
state of affairs, in which an accident that would be otherwise unnoticed 
would be sufficient to cause great inconvenience. The committee have 
failed to keep pace with the demands of their undertaking, and the cus- 
tomers must wait while the lost ground is recovered. 

There is something amusing about the position of being inconven- 
ienced by a moderate increase in business, such as could be foreseen by any 
one of ordinary capacity. Ina case of a very large advance suddenly 
sprung forward there is some excuse, but as it is there is a flavor of 
weakness and incapacity, or else of too great zeal in the direction of 
economy, that would be strongly censured if Manchester was supplied 
by acompany. In such case, assuming the usual legal obligations to 
have been incurred, the company would be subject to heavy penalties 
if the supply fell short. Perhaps this is one reason why, throughout the 
recent severe winter, when the consumption beat the record by 20 or 30 





per cent., and that for weeks together, the complaints of short supply 
were so few and far between. Gas companies are bound to keep up a 
certain pressure in all parts of their district, and therefore they are al- 
ways careful to have a reserve of producing and purifying capacity, 
which is usually put at 20 to 25 per cent. That the wisdom of such a 
provision was appreciated is shown by the eagerness with which orders 
for extensions were placed early in the year, so as to be available for 
next season, and to avoid the position now occupied by the Manchester 
Gas Committee, who look with apprehension at any cause of probable 
increase in the demand for gas. The management of gas companies is 
always more or less severely criticised, and it is easy to imagine what 
would follow the issue of such an excuse for not reducing the price of 
gas, from the office of a gas company. It is extremely unlikely, how- 
ever, that this will ever occur. 

Gas engineers who desire to keep in the foremost rank, and, therefore, 
take care to be acquainted with every new plan that is brought forward, 
are now having a busy time of it. So many different schemes now await 
their attention that it can scarcely be said that gas making is in danger 
of settling down into one rut. Remarks to this effect were frequent a 
few years ago, and there was then more reason for them. A perusal of 
the proceedings at the meeting of the Institution of Gas Engineers, in 
London, in May. and at the meeting of the Gas Institute, at Carlisle last 
month, cannot fail to strike one with a sense of the change that is 
gradually coming over gas managers’ meetings, by reason of the num- 
ber of new subjects that form matter for papers. Such topies as ‘‘ the 
reduction of unaccounted-for gas,” aud ‘‘ how to keep up the heats in 
the retorts,” are crowded out by methods of carbureting gas, inclined re- 
torts, water and oil gas systems, retort house and coal conveying ma- 
chinery, gasholders without guide-framing, etc. All these topics have 
been duly discussed, and it appears certain that gas can be maintained at 
a regular standard of quality by carburation at the outlet of the holder. 
The method followed is to by-pass a greater or less quantity from the dis- 
tributing main, pass it through carbureting apparatus, and thus raise its 
quality to a high standard, say 25 or 30 candles, and then return it to mix 
with the bulk. The proportion of the total gas that is so treated is var- 
ied as may be necessary. A great deal of activity obtains in the matter 
of inclined retorts, but although good results have been recorded it can 
scarcely be claimed that the all-round superiority of the inclined, as com- 
pared with the ordinary horizontal system, has been indisputably demon- 
strated. It must be remembered that the inclined retort really means a 
new way of getting the coal in, and also of getting the coke away from 
the retort. It also means a new form of furnace. So that the advan- 
tages of this system cannot be arrived at except by a costly process of 
practical experiment. This is now being undertaken, and there is reason 
to hope that success will ultimately be obtained. 

The Gas Light and Coke Company, of London, have gone in for water 
gas in earnest, putting up plants that are capable of producing 1,000,000 
cubic feet per diem. This step, which is no doubt the outcome of Mr. 
Trewby’s recent visit to the United States, has attracted attention, and 
the results obtained by it will be watched with great interest. Some at- 
tention has been directed to the useof oilinjected into the retorts during 
the latter part of an ordinary coal gas charge, and also used in other 
ways. The work done in this direction appears to have been more in the 
way of experiment than in the introduction of works or plant of a per- 
manent nature. Oxygenated oil gas has been brought forward as an en- 
richer, but I have not heard that it has been adopted anywhere for prac- 
tical working. The high specific gravity of this gas would tell against 
its adoption to any extent percentage. 
Perhaps the most marked progress in the way of novelty has been the 
introduction of coal conveying machinery, by means of which the coal 
can be carried from the barge or lighter directly to the retorts without 
Drawing and charging machinery 


beyond a very moderate 


the intervention of manual labor. 
has also progressed rapidly during the past year or so, and there is 
scarcely any large works where it is not being tried, while at the same 
time it is extending into the smaller class of works. Gasholders with- 
out outer guide framing, on the Gadd, Pease and other systems, have 
become an established fact, several having been erected and put into 
regular use, so the advantage or otherwise of these innovations will be 
no longer a matter of argument and opinion. 

I was much interested in reading the remarks made by Mr. Egner, in 
his capacity of President of the Western Gas Association, on the capital 
of gas undertakings and the importance of avoiding any merely nominal 
increase in its value. They represent the general view in England, and 
one reason why gas is sold cheaply here is that anything in the way of 
‘‘watering” the stock is uncommon. As a general rule the capital 
stands at the sum actually paid in, the wholeof which has been expended 
for bona fide capital purposes, such as the purchase of lands, erection 
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of plant, laying mains, ete. At the last meeting of the Plymouth Gas|guments of Superintendent Coffin, who always has been a consistent 
Company, which enjoys the honor of supplying the cheapest gas in | believer in the good policy of selling gas cheaply. 

England, the Chairman told the shareholders that the sole reason why 

the Company were able to supply gas so cheaply was that their capital WE understand that the proprietors of the Dover (Del.) Gas Company 
stood at the low rate of $8.40 per ton of coal carbonized, whilst that of | ”¢ about to make extensive plant improvements. In fact, if our infor- 
other companies is considered moderate if below $20, and often ranged | ™ation is correctly based, the works are to be virtually rebuilt. 

as high as $40 per ton of coal. This simply meant that 8 cents per 1,000 
cubic feet was sufficient to pay full dividends, whereas other companies 
required 20 to 30 cents. Taking the working expenses as the same, the 
difference between 8 and 20 or 30 cents went to the consumers, and the 
Plymouth Gas Company were, therefore, able to sell at 12 to 20 cents 
cheaper. This is the case in fact, the Plymouth price being 42 cents, and 
other companies of similar size ranging from 50 to 60 cents. 

The Plymouth Gas Company enjoy particularly favorable circum 
stances in several respects. They are well situated for getting in coal| THE following is the text of the message forwarded to the City 
and for disposing of residuals, and I am told that one cause conducive | Council by Mayor Washburne, of Chicago, vetoing the ordinance under 
to the low capital is the fact that the present Company wasable toacquire | Which the Economic Fuel Gas Company was permitted to manufacture 
the undertaking as a going concern, on very low terms. In a seaside|and distribute illuminating gas as well as fuel gas—the veto, as our 
residential place, the fluctuations between summer and winter con-| readers are aware, was subsequently overridden by the Council by a 
sumption are not so marked as those in inland factory towns, and this | vote of 54 to 10 
part, no doubt, contributes to the low capital at Plymouth. The gas [ am constrained to return without my approval the ordinance passed 
works must be equal to the maximum consumption if the greater part | at your meeting of July 6th, amending an ordinance passed December 


WE had a call the other day from Mr. C. H. Raynor, of Adrian, 
Mich., who has not presented himself in New York for eight years, 
although a New Yorker born and bred. He says that the Adrian Com- 
pany is ‘‘ holding its own and a trifle more,” which is not to be won- 
dered at when the statement is made that coke sells readily there at 10 
cents per bushel (prepared), and that tar is worth $4.50 per barrel in the 


1 
same locality. 





of them has to lay idle for 9 months in the year. At many fashionable | 99q. 1890. granting to the Economic Fuel Gas Company the right to 
watering places the consumption is fairly equable all the year round, | construct and operate gas works and gas pipes in the streets and alleys 
the influx of visitors during the summer causing an increased demand, | of the city. In doing so I beg to say that it is only after a careful 
while the town is dull and quiet in winter. consideration on my part of the provisions of the ordinance and the 
perc roca cane circumstances and conditions that I think are controlling ones that I 

ITEMS OF INTEREST FROM VARIOUS LOCALITIES. _| thus interpose my veto upon the action of your honorable body. This 
os ordinance would permit ‘‘a line or lines of gas pipes and all necessary 

AT the annual meeting of the Duluth (Minn.) Gas and Water Com.- | feeders and service pipes in connection therewith for the distribution of 
pany the following cfficers were elected: President, Q. M. Cary; illuminating gas and natural and manufactured fue] gas.” This ordt- 
Vice-President, J. H. Upham; Treasurer, R. B. C. Bement; Secretary, | Dance, if it should go into effect, would give this Company the addition- 
George C. Squires. al right to tear up all the streets of the city, not only for its pipes for the 


. : epee ; ; supply of natural and fuel gasand manufactured fuel gas, but also again 
Mr. FrREDERIC EGNer, Chief-Engineer of the Standard Gas Light 


‘ ° : “ m 5 so cae for its pipes for illuminating gas. It would permit, if availed of for sup- 
Company of this city, can be addressed either at his office, foot of East plying manufactured gas for illuminating purposes, manufactured gas 
115th street, or at his home, No. 827 East 138th street. ‘or fual purposes. The natural gas, I understand, would require the 

THE United Gas Improvement Company is under contract to erect placing in the street of one set, and would ——— two different sets of 
three sets of the improved Lowe apparatus at the works of the Equity |!" and pipes for man ifactured pean range different set of pipes 
Gas Company, Brooklyn, N. Y. The total capacity of the installation tor natural gas. Itis a well excreted fact that it has not been safe or 
is put at 1,500,000 cubic feet per diem. practicable to use for natural gas such mains and pipes as are used for 


Messrs, JaMES R. FLoyp & Sons, of New York, will put in the puri- | great systems of pipes in the streets, and the tearing up of the streets 
fiers at the Equity works. The dimensions of the boxes are 20 ft. by | therefor at different times. Besides these mains and pipes there would 
24 ft. by 6 ft. in depth. | be, at intervals of 20 or 25 feet, the building connections for pipes to the 
buildings to be supplied and the excavations therefor. This ordinance 
would permit a double tearing up for pipes and connections to be done 
separately for each set of supply pipes. The necessary dimensions and 

frequency of these excavations in the streets would be substantially such 
that the entire street would have to he dug up twice, and during such 
| work would be entirely closed to travel. This would be more true in the 
central portions of the city, where the streets are now congested with 
travel and their capacity is not sufficient to accommodate the demands of 
public travel. The conditions hedging in and limiting the street space 
through the cent? al business district of the city are such that with the 
rapid growth of business the capacity of every street is becoming so 
taxed as to call for serious considerations of measures for obtaining re- 
lief. This problem is more serious on account of the approaching 
World's Fair. People are already coming here in great numbers, and 


manufactured gas. This ordinance would permit at least two more 


AN esteemed correspondent at Columbus, Ga., forwards the follow 
ing, which goes to show that the executive management of the Gas 
Light Company are doing better than ever—and that is decidedly posi- 
tive praise : 

Co.LumbBus, Ga., July 17, 1891. 

To the Editor AMERICAN Gas Licgut JourNAL: At the annual 
meeting of the Gas Light Company of Columbus, held on the 16th inst., 
the following officers were elected: President, T. E. Blanchard; Secre 
tary and Treasurer, T. D. Huff; Supt., E. H. Jenkins; Directors, W. 
L. Clark, D. F. Willcox, D. P. Dozier, J. B. Holst, and T. E. Blanch 
ard. The report of Superintendent Jenkins shows an increase in sale 
of gas of 14.2 per cent. over last year, and an increase of 10.2 per cent. 
in the number of consumers. A year ago the price of gas for fuel pur 


poses was reduced to $1.25 » 0 cubic feet, anc » increase i Pde 
] ag that e — 4 — wages agediaia pe — ” ils this flow of population will rapidly increase and our streets become more 
sales for that purpose amounte .) é * cent. over last year. : : _ ; . if » ; 

purt rmgse » ae Sein Sree Te FEM m crowded until and after 1893. In this condition of affairs nothing but 


usual semi-annual dividend was paid. 


the most urgent public necessity would justify such additional closing of 





““COLONEL JEREMIAH W. CovENEy, Governor Russell’s private secre- | Streets or blocks to public travel as this ordinance would permit. To give 
tary, was, on the 16th inst., named to succeed the Hon. A. B. Coffin on | this privateor even quasi-p bli ee ee fete See 
the Massachusetts State Board of Gas and Electric Light Commission- | than that already ee eee Se. of these streets and exclude the 
ers, Mr. Coffin having determined not to accept a reappointment. Col. | public travel therefrom could not under present nearenanicnsy ee 
Coveney served in the State Legislature during the years 1874, 1875, fied. The primary p oh Sig ys seo ggie — pone pisos owns wud 
1876 and 1884, and for four years acted as Surveyor of the port of Bos sities of the public must be the first consideration in regulating their 
ton during the Presidency of Mr. Cleveland. In the war of the rebel-| Use. The permission to another corporation like a gas company or 
lion he was Colonel of the 28th Massachusetts Volunteers, and is a very | "ailroad company to use the streets can only be justified at any nae by 
popular man.—OBSERVER.” ” |the greater benefit resulting. Under the present condition and circum- 

Oh | stances the supreme public necessity is thatthe streets be kept in con- 

AT a meeting of the Directors of the Gloucester (Mass.) Gas Light! dition for travel and devoted to such public use with as little interruption 
Company, held about mid-July, it was resolved that a discount of 20 per | as possible, at least until 1894. I do not lose sight of the fact that this 
cent. from the gross rate ($2 per 1,000) be allowed to all consumers Company has already an ordinance, passed in December last, granting 
whose bills are paid on or before the 15th of the month. The discount | the right to lay pipes in the streets of the city for the distribution of fuel 
is to rule from the 1st of the month, and is evidently traceable to the ar-| gas. The present ordinance, however, which gives them the further 
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right to lay another set of pipes in the streets for the distribution 


illuminating gas would permit these different sets of pipes to be laid at 
The Company is not required to lay the pipes for fuel 


different times. 
and those for illuminating gas at the same time. It may now be read 
to furnish fuel gas and tear up a street for that purpose this year, and i 


a couple of years hence again tear up the same street for the purpose 
of laying their illuminating gas pipes, thus causing double damage to 


the pavement and double interference with travel. 


however carefully the work may be done, is seriously damaged. 


the purpose of laying gas pipes therein were to be given, I think a pre 
vision in the ordinance requiring the payment of, or securing to the cit 


a specified amount to cover this damage before it is permitted to be done 


would be only equitable and just. This should be in the nature of a 


immediate payment to the city, which might ultimately be called a per- 


centage or rebate. If this Company seeks additional rights you hay 
the power to impose, as a condition of granting these rights, fair pre 


visions for the payment of damages to the city caused by the pipes, 


Ther 


authorized by the original as well as by the amended ordinance. 
is another consideration which I deem a serious one. The streets, an 
especially those in the central portion of the city, are already filled wit 
pipes, sewers and conduits. There is little room for more. 
doubtful if room could be found in many streets for the double or tripl 


sets of pipes authorized by this amended ordinance, and I believe that 


the city should be very careful in granting further privileges of thi 


character, in view of the present limited space now left under our pave- 
ments, which is likely to become necessary to the city in the future and 


which certainly has a Jarge monetary value. 


this amended ordinance is open to serious objection; that extension give 
the company the year 1893 during which the tearing up of the street 
would goon. I cannot 
proval. 
of having our streets in good condition for travel and of sightly appear 


give 


ance been so great as it will be during the year 1893, and in a scarcely 


less degree during the years 1891 and 1892 Anotiier, 
most serious objections to this ordinance is that it does not, in my opinion 


provide adequate compensation to the city and the public for the 


privilege granted. I think such compensation should be an adequate 
return for the benefits of value given. 
private property for the public use of a street it is compelled to pay ful 
market value thereof. 
or privileges therein, why should it not also receive the value thereof 


I do not think this ordinance provides for any return to the city to be 


compared with the value of the privileges granted. 
for the payment to the city of 


amount that the city shall receive. 


which could be looked upon as some compensation for the privileges 
It 
should be borne in mind that in the adjustments with the existing gas 
companies, in which a percentage on illuminating gas was demanded 
and conceded, a guaranty was given that the percentage which the city 


granted in tearing up the streets and inconveniencing the public. 


should receive would be at least $150,000 a year, from January 1, 1891. 
These companies had their maius and pipes already in the streets, and 
had existing franchises, and at the same time the city was under the 
then present necessity of getting its supply of gas from day to day from 
them, and negotiating the price thereof. The situation with com- 
panies now seeking franchises is entirely different. The city authorities 
can, in granting them franchises, dictate the terms. Those terms should 
be more favorable to the city than could be looked for from the old 
companies which are not seeking new franchises. A new company 
could now build its works and lay its pipes through the city at much less 
cost than the older companies were subjected to. I think that if afranchise 
were now to be granted, the percentage to be paid to the city upon the 
receipts from manufactured illuminating gas should be at least 34 per 
cent., and 5 per cent. on receipts from fuel gas, natural or manufac 

tured, with the guaranty that the same should amount to not less than 
$150,000 a year, and that the payment of such minimum amount should 
commence at some specified time, say Jan. 1, 1892. In other words, 
that before any franchise should be granted to a new company for this 
purpose, the city should have a guaranty of at least $150,000 a year, 


new 


And besides this, | 
while, by the ordinance, the Company is required to restore the street 
after its work is done, it is settled by all the experience of the past that 
a pavement thus in part torn up, and replaced cver such excavations, 
This 
leads one to say that if any additional rights to tear up the streets for 


It would be 


I think the change and 
extention of time for laying the first 12 miles of pipe which is given by 
) ply g } 


this provision of the ordinance my ap- 
During no period in the history of the city has the importance 


and one of the 


Whenever the city acquires 


When the city is asked to grant valuable rights 


While it provides 
3 per cent. of the receipts of the com- 
pany from the sale of illuminating gas, and 5 per cent. of the receipts 
from the sale of fuel gas. there is no guaranty of any specified minimum 
It is clear to me that the city would 
not receive for some time any substantial return from this provision 


of | whether said company be in operation or not, and that such guaranty 
should commence not later than Jan. 1, 1892. I do not agree with 
those favoring this amended ordinance that the granting of a franchise 
to a new company will necessarily reduce the price of gas to the city or 
to the consumer. My reasons for this opinion are based upon the history 
of gas companies in foreign cities and other cities in this country. For 
the reasons herein stated, I cannot approve the ordinance as submitted 
for my consideration, and herewith return it with my veto.” 


y 
n 


Mr. JOHN ). Brown, Gas and Water Inspector to the city of San 
Francisco, reports to the Supervisors that during the fiscal year, closed 
June 30, the gas for 5,389 street lights, with the necessary repairs, etc., 
cost $208,787, an average of about $17,000 per month. 


public buildings cost about $5,900. 


The supply for 


)- The street lamp rate is 12 cents 


y|per lantern per night. On account of public electric lighting the 
disbursement was $50,464, or about $4,100 per month. Of the 


amounts paid out on account of gas lighting the San Francisco Gas 
Light Company received $214,712 and the Pacific Gas Improvement 
Company obtained $19,825. 


n 


The Inspector says that the city order re- 
quiring notices relative to the use of gas burners has not been well cow- 
Out of 297 in the city 
He says that in enforcing this 
order he shall shortly place the list of those who have not complied with 
it in the hands of the authorities, who, under the ordinance, are directed 


e 
)- 
plied with by hotel and lodging house keepers. 
e | only 64 had filed reports up to July Ist. 
d 
h 
to punish those who neglect to carry out its provisions. 
H. W. Cavin, Clerk of the city of Youngstown, ©., says that sealed 
proposals will be received by the City Commissioners of Youngstown 
until noon of August 10th for lighting the streets and public buildings. 
The contract is to take effect on the 26th of November next. 


Ss 


Miss ANDREWS has arranged with the Yonkers (N. Y.) Gas Company 
to give a series of lectures on cooking by gas. 


Ss 
5 . , . , . 

CHARLES LENZ, Cashier of the Williamsburgh (N. ¥ Light 
Company, committed suicide, at his home, 817 Park avenue, Brooklyn, 


N. Y 


(as 


: ., on the evening of the 16th inst. 

A CORRESPONDENT forwards the following, which goes to show that 
, | Mr. Stiness is as firm as ever in his belief respecting the sound business 
policy of operating gas and electric lighting plants in conjunction : 
‘** Down by the Division street bridge, in Pawtucket, R. I., ground has 
been broken for a new electric lighting station for the Pawtucket Gas 
Company. 


> 
\ 


> 


] 


The present business of the Gas Company’s lighting plant 
calls for nearly 500 - horse power, and Messrs. Remington & Henthorn, 


? 


of the city, have planned a station in which about 


2,000-horse power can 
be utilized before enlargement is necessary, and which can then be ex- 
tended indefinitely. There are to be three main buildings of brick, con 
nected by doorways. The dynamo house will be 150 by 60 feet, inside, 
and will follow somewhat the plan of the Naragansett station at the foot 
of South street. The floor of the dynamo room will be 13 feet above the 
cellar floor, the height from the dynamo floor to the girders to be 19 
feet. This building will be ornamented with brick pilasters, and the win- 
dow frames are 10 feet in height. A side door allows the machinery to 
be taken in upon the dynamo floor, and an overhead traveling crane 
will command every inch of floor space. The engine house is to be 78 
feet by 58 feet, and the boiler house will be 78 feet by 60 feet. At the 
rear of the boiler house will be a brick chimney, 16 feet 8 inches square 


at the base, with a circular flue 7 feet 6 inches in diameter and 150 feet 
high. The buildings will all stand on made ground, and while it 


was from the first intended to drive piling under the boiler house 
and chimney, it to put piles for all 
the foundations. The boiler equipment will probably be of horizontal 
tubular boilers, although that has not yet been decided upon. The steam 
pressure will be 1 The house can be 
extended as the station grows,and the chimney is planned to accommo- 
date 3,700-horse power in the boiler house. 


has now been decided in 


25 


lbs. to the square inch. boiler 
The first engine installed 
will probably be a quarter-crank or cross-compound, of 500-horse power, 
of a make not yet determined. For the reason above given, a second 
engine, probably of 1,000 or 1,200-horse power, will have to be put in, 
and the engine house is planned to accommodate such an engine as soon 
as it is demanded. The line shafts will be in the basement of the dynamo 
house, as in the Narragansett station. There will probably be two lines 
of shafting instead of a single line, and each line of shafting will drive 
two rows of dynamos. This arrangement should make every machine 
easily accessible, for there would then be five alleys down the length of 
the dynamo rooms between and about two pairs of machines, The boiler 
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! 
and engine houses are to be substantially built of brick, and the whole | 


station when completed will be in line with modern practice. 


AT the annual meetiug of the Ashland (Pa.) Gas Company the follow- 
ing Directors were re-elected : W. H. Bright, John Dence, N. Greaber, 
WW. A. Marr, Geo. Morgan, John B. Price, Frank Rentz, L. A. Riley | 
and Adam Waldner. 


Mr. Gro. W. Morris has been re-elected President of the Louisville (Ky.) 
Gas Company, and Mr. A. H. Barret succeeds himself as Vice-President. 


IN our issue of July 13, the fact was noted that Mr. H. Wilkiemeyer, 
Superintendent of the Portsmouth (O.) Gas and Electric Light Company, 
had resigned that position to accept the Superintendency of the Evansville 
(Ind.) Gas and Electric Light Company. The evening of the 6th inst. 
was made the occasion upon the part of his o!d associates at Portsmouth 
to fittingly express their appreciation of his services, and to bid him 


farewell. A local paper has the following account of the proceedings 


The affair was worked up as a surprise on Mr. W., and to further this | 


plan a meeting of the directors and employees was called for Monday 
evening at his residence, on Third street, upon the pretext of formally 
receiving his resignation. The real object of the meeting soon became 
apparent, and after the transaction of a little business, the company 
unlimbered, and Mr. Padan, President of the Company, came for 
ward. He bore in his hand a most artistic and elegant bronze smoker's 
set, surmounted with a dog’s head of nearly life proportions and of 
‘* barking ” Upon behalf of the directors and employees he 
presented the souvenir to Mr. Wilkiemeyer, with the following appro- 
‘On behelf of the Official Board and Collector of the 
Portsmouth Gas and Electric Company, I take pleasure in presenting 


presence. 
priate remarks : 


to you these articles as mementos of your faithful and efficient services. 
For three years you have so acquitted yourself in the discharge of your 
impertant duties as to gain the universal esteem of your co-laborers and 
associates. It has afforded us unfeigned pleasure and satisfaction to 
note the uniform courtesy of your bearing toward us during the entire 
Scripture has taught ‘The laborer is 
There are two distinct classes of laborers, although 


period that you have served us. 
worthy of his hire.’ 
the individual representatives may pass from the one to the other by 
There is the laborer who furnishes his labor asa 
merchant doles out his merchandise. 


insensible gradations. 


He has a rule or measure, and 
he is solicitous lest the amount of his labor outmeasures the compen 
sation. There is no heart in a relationship of this kind. 


matter of drv, hard calculation. 


It is simply a 
This sort of laborer is not worthy of 
his hire. The other class furnish their labor as the author of nature has 
provided it. There has been no calculation that so many cubic inches 
He has furnished it without stint, in 


exhaustless quantity, and has provided the mechanism for its perpetual 


are necessary to each individual. 
restoration. Of this sort is the man who throws his heart as well as his 
brawn and muscle and intellect into the performance of his obligations. 
He loves to promote the interests of those whom he serves. Every 
thought and suggestion is loyal to hisemployers. He takes his monetary 
compensation for the quantity of mental or physical activity furnished. 
For the manifestation of his interest and loyalty he has that higher 
compensation, expressible but not measurable in terms of love and 
As amark of our confidence in you 
and an evidence of our estimate that you take high rank in this latter 
class, we ask you to accept these souvenirs, accompanied with the as- 


esteem between man and man. 


surance that we wish you happiness and prosperity in whatever sphere 
your energies may henceforth be entitled.” 

Mr. Wilkiemeyer was taken aback, but he presently ‘‘ came to” and 
managed to receive the gift and to make the following reply to Mr. Pa- 
dan’s flattering presentation speech : 

‘* Well, I certainly am surprised, and I cannot give expression to the 
thoughts that come to me, they are somany. But if I had known how 
hard it was to part I never should have given it one moments atten- 
tion ; and as the time comes near I am feeling homesick. I have tried 
to do my duty here with you, and that you appreciate it you show only 
too well. Only I am afraid you have placed my standard higher than 
it deserves. The tokens that you have given to me I shall treasure, and 
show them to my children, and they shall treasure them all their lives, 
and remember them, as I will teach them to look at them, as a token of 
the Portsmouth people. I will try to drill into their hearts the same 
love that I will carry with me. I hope occasions will present themselves 
often that I can come here and see you ; and also that our present and 
pleasant relationship will always exist just as it is to-day.” 

After Mr. W.’s brief remaiks, several of the other Directors and some 
of the employees joined in the chorus of praise and commendation, after 
which the thoroughly happy party adjourned to the dining room, where 


the hostess had surreptitiously prepared a most elaborate feast. The ev- 
ening ended with much warm handshaking and well wishes, and was 
finally crowned with the singing of the hymn “‘ God be with you till we 


meet, again.” 





Prevention of Firedamp Explosions. 
—— 

The following is a portion of a prize essay by Mr. Austin King, In- 
spector of Mines of Pennsylvania 

For the prevention of firedamp explosions (1) ample means of ventila- 

ays preferring it in the form of a fan, which 

(2) the work should be 

giving each district a separate 

urn therefrom to bottom of up- 

solely for that purpose, and only to be 


tion should be furnished, alv 
should be placed at a safe and convenient point ; 
laid off in separate ventilation districts, 


current of air and having a separate ret 


cast, said return to be maintained 


traveled by mine officials for inspect purposes ; (3) the overcast of air 
bridges should be constructed in the natural strata if the material is suit- 
able for this work ; if too expensive to construct in this way, then they 
should be constructed of iron in segments which should be of a known 
or calculated strength, so as to resist being collapsed or blown out in 
case of an explosion ; (4) no crosscuts should be made in main heading 
pillars or boundary pillars of a ventilation district, except at such points 
as were necessary for hauling purposes ; the headings should be aired 
as they advanced from crossheading to crossheading, or from flat to flat, 
by means of incombustible brattice put up for that purpose. This pre- 
caution would greatly reduce the number of stoppings to maintain air- 
tight, or to be blown out (in case of an explosion), and would thus 
greatly facilitate a rescue under such circumstances. By a judicious 
use of this brattice in cross or flat headings the number of stoppings in 
them would be reduced one-half or more, with the before-mentioned 
advantages, and with but ttle or no extra cost where pillars are large 
and yardage is paid for crosscuts 

The fire bosses shou be provided with a type of safety lamp that 


would combine sensitiveness in testing with the quality of resisting the 


passage of flame through the gauze in currents passing at high veloci- 
ties. It should also be pro. ded with a shut-off to aid in extinguishing 
the tlame in case a large bor gas was suddeuly encountered. There 
should also be a small key xed to the side of safety lamp, near the top, 
to unlock a device fixed to roof of working place by a small wooden 
plug driven in a hole one inch in diameter bored in the roof with asmall 
auger. The device would consist of an ordinary clock face, say four 
inches in diameter, with a circle on the outside on which the numbers 1 
to 31, inclusive, were marked, and three pointers. After the workman 
entered his room or heading he co ild see that the fire boss had been 


+} 


tion of the he dial. The object to be 
ite proof that the fire boss’s safety 
any gas was near the roof he 
could not help seeing it. T could be moved forward as the 


work advanced, ac cord no as the coal seam inclined or the condition of 


there from the pos pointers on 
attained by this is to furnish abso 
osition that 


lamp has been in such a } 


nis aevice 


the roof might suggest. The fire boss could, under ordinary circum- 
stances. make the examination and figures of dial in 30 seconds (the 
dial should always be placed in the highest point practicable in the work- 


ing place). He should not be required to travel between places to be ex- 
amined faster than two miles per hour. After an examination of the 


se not worked in for the time being that 
is to them or are ventilated by any air current 
any place that may be worked or traveled in 
all has been found safe, the fire boss 
station”? and should see that no lamp passed him 


working places and also of th 
are in any way contiguo 
that may afterwards pass in 
by workmen in the mine and 
should remain at the ‘ 
that did not satisfy 

No men should be hired to work in a mine generating explosive gases 
who do not possess some pra tical knowledge of the use of the safety 
lamp. The lamps furnished to workmen should be examined and tested 
before given to workmen to enter the mine, and should be able to with- 
stand safely a strong current of air and at the same time give a light 
equal to the Clanny. No common Davy, Clanny, or Stephenson 
(Geordie) lamp, or lamps of like character, should be allowed to be 
taken into the mine, because they have been proven time and again to 
be unsafe and unreliable. Blasting should also be prohibited in any 
portion of the mine where firedamp existed or was likely to be liberated 
by the blast, or in the Vicinity of gobs and falls that were not easily ac- 
cessible to examination for the detection of gas, or where coal dust was 
deposited in any material quantity on the floor and sides, as the flame of 
the shot might be propagated by it into inaccessible portions of mine. 
Tamping shots with coal should also be prohibited for the same reason. 
The laws forbidding the taking of matches, fuse, smoking pipes or any 
other combustible material into mines where safety lamps are used, or 
the propping open of or doing damage to any door, regulator or over- 
cast used to direct the air currents in the mines, or tampering in any 
way with any safety lamp, removing danger signals, etc., should be 
| rigidly enforced, 


him as to its safety. 
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Gas Stocks. 
ae 
Quotations by Geo. W. Close, Broker and 
Dealer in Gas Stocks, 
16 Watt Sr., New Yors Cry. 
JuLY 27. 
¢@™ All communications will receive particular attention. 


G2” The following quotations are based on the par value of | 
$100 per share. 4&3 
Capital. 


Consolidated.............. $35,430,000 
i ikatibinacesndeunecctes 500,000 
220,000 
$,000,000 
1,000,000 
170,000 
658,000 
3,500,000 
1,500,000 


Bid Asked | 
924 93 | 
; 90 
100 
120 


108 


Par. 
100 
50 


95 
116 
106 
110 
116 
100 


100 


115 
120 
102 
Municipal, Bonds 750,000 
Ee 
a 
Standard Gas Co -- 
Common Stock 
Preferred. 
Yonkers ...... 
Richmond Co., 8. [..... 


“ 


Harlem, Bonds 
Metropolitan, Bonds.... 
Mutual.... 


“ 


ée 150,000 
5,000, 000 
5,000,000 


346,000 
20,000 


Gas Co’s of Brooklyn. 


Brooklyn......-...+-+ 
Citizens 


“ 


Dn 


a0 


2,000,000 
1,200,000 
320,000 
3,000,000 
300,000 
1,000,000 
368,000 
94,000 
870,000 


20 
1000 
100 


8. F. Bonds... 
Fulton Municipal 
" Bonds.... 
NID vecetiscseccceccreses 
Bonds (7’s) 
se (6's) 


10 


“ 


Metropolitan 
Bonds 
PR iccntcricieisinccsevee 
OF easianevedese 
Williamsburgh ........... 
“ Bonds... 


100 
os 70.000 
1,000,000 

700,000 1000 
1,000,000 50 
1,000,000 — 


140 
100 
112 
109 


25 


110 
105 








SUPERINTENDENT WANTED, 


By Gas Company who also operate an Electric Light Plant. 
Must be thoroughly competent in all matters pertaining to the 
construction and operation of the was works, and also under- 
stand steam and have had experience in running electric lights. 
Must give good references and be a worker. Address, with full 
particulars concerning themselves and references, also stating 
salary expected, GAS AND ELECTRIC COMPANY, 

eae Care this Journal. 





POSITION WANTED 


Aas Superintendent, 


By a man of experience in the manufacture and distribution of 
gas. Has had charge of gas and electric light plunt sending out 
35,000,000 cu. ft. of coal gas annually. Has been Superintendent 
of present piant 14 years, doing all main and service pipe work, 
setting meters, taking statements, making lead connections, 
selling and settinggas stoves. etc. Address 

Si2-4 “SUPERINTENDENT,” care this Journal 


|NO EXTRA 


WANTED, 


Mer Competent to Take Charge cf Erection Work, 


In the line of Wrought Iron Tanks, Stand-pipes and Gasholders. 
Address “* FOREMEN,” 


Care this Journal 





Position Wanted 


As Superintendent of Combined Cas and 
Electric Works, 


By a young man with practical experience 
struction, manufacture and distribution of gas and electricity 
Combined plant preferred. Best of references. Will be 
for engagement Aug.1. Address 

S41-4 “H. H. W.,” care this Journal. 





LABOR OR 
OPERATING EX- 
PENSES. 


Wwe 


To Gas Companies. 


We make to order CAP BURNERS to burn any amoun 
under a stated pressure. Send for samples. 

Also, SERVICE CLEANERS, DRIP PUMPS, and STREET 
MAIN PROVING APPARATUS. 

GEFROoOnRER, 

2485 N St® treet. Phila. 


pensive. Write to 


h 


ade 


Mich. Ammonia Works, Detroit, Mic 





| Gh: Bie 


HOSES. 


816-18-20-22 Cherry St., Phila., Pa. 


Volumetric Lamp Governors 


FOR GAS LAMPS & HIGH-POWER BURNERS. 
GOVERNOR BURNERS 


STREET LAMPS AND 
GENERAL USE, 


Pa. 





and 
GOVERNORS FOR ARGAND 
AND OTHER COMMON GAS 
BURNERS IN 


ALL SIZES 


HORIZONTAL 
Governors 


ly adapted for 
FURNACES, 
Ete. 


Special 
GAS STOVES, 
Ec. 


of all Hig 


It is well known that a large majority ig 
Lamps in the United States have my Governors att 
et) 


they are always used by the leading makers of 


remove any excuse for the use by anyone 


fringing Governors, a reduction in price has beer 
exclusive contracts are cancelled. 
who re 


Correspondence Solicited with all 


Governor. 


} 


| 


in details of con- | 


open | 





Bartlett Street Lamp Mfg. Co. 


MANUFACTURERS OF 


Globe Lamps, 


FOR 


Streets, Parks, Public 
Buildings, Railroad 
Stations, etc. 


LAMP POSTS 


A Specialty. 





STROH & OSIUS, Pat’ees, or | 


Ofiice and Salesroom, 


‘40 & 42 COLLEGE PLACE, - - N. ¥. CITY. 


| Gas Companies and others intending to erect Lamps 
and Posts will do well to communicate with us. 





| 
| 
| 
| 


ILDER, MECH. ENGR. 


The Miner Street Lamps. 
Jacob G. Miner, 


No. 823 Eagle Ave., New York, N. Y. 


ae 





Special Trays for lron Sponge or Oxide of Iron. 
CHURCH’S TRAYS a Specialty. 


Reversible, Strongest, Most Durable, Most Easily Repaired 
vere 


WH 
Oo 





\\ 
«& \ 


306-310 Eleventh Avenue, New York. 
We also make the Cheapest and Strongest 
REVERSIBLE BOLTED TRAYS IN THE MARKET. 


Send for Cirewars. 





McNeil’s Balanced Charging Barrow. 


For C 


oal or Coke. 


Best for charging or drawing hot Coke. 


Dumps on the floor. 


Can calry 1,500 pounds with one man power. 


STEEL WHEELBARROWS. 


Best Barrows Ever Made. 


Send for Catalogue. 


GRANT McNEIL, 


225 N. Union Street 


? 


AKRON, OHIO. 
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Standard Oil Company, 


CAS NAPTHA DEPARTMENT OF THE WEST. 


GAS NAPTHA. 
GAS OIL. 


_Correspondence Solicited. CLAN V HiLAWN D, _ OFITO.- 


KIRKHAM, HULETT & CHANDLER’S NEW PATENT 


“Standard” Washer-Scrubber. 


Extracts the Whole of the Ammonia and 4 Large Percentage of the Sulphureted 4 Hydrogen and Carbonic Acid. 























MINIMUM WEIGHT IN MOTION @ MINIMUM DRIVING POWER @ MINIMUM BACK 
PRESSURE @ MINIMUM WEAR AND TEAR @ WITH MAXIMUM RESULTS. 








The “New” Washer-Scrubber, with W ies ‘Bundles , hae ade for many + mene’ in pee" operation at the 
London Gas Light and Coke Company’s station at Beckton, and at many other European Gas Works 
The “ Bundles” can be supplied to “Standard” Washer-Scrubbers already in use. 


GEO. SHEPARD PAGE, Sole Agt. for Western Hemisphere, 69 Wall St. New York. 


LACLEDE FIRE BRICK MANUFACTURING COMPANY, 


nani ST. LOUIS, MO. /> 

















ta Fe Exclusive Agents inthe United States || 7? 
| a 


L028 stn if 


[uclined Retorts, 


IT 1S THE COMING BENCH 
FOR MAKING COAL GAS. 


=> 
Hy 
{| 
vimana N 
i 


pears eeriy 



























































It will Save from 50 to 
60 per ct. in Labor. 

















BSTIMATES AND PUANS FURNISHED HY THE 


LACLEDE FIRE BRICK MFG. CO., ST. LOUIS, MO, 
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MANHATTAN FIRE BRICK AND ENAMELED CLAY RETORT WORKS. 
ADAM WEBER, Prop’, 


633 Mast Fifteenth St., N. Y. 


Miodern Recuperative Furnaces 


FOR FIRING COAL GAS AND FIXING BENCHES, ALSO INCLINED 
AND VERTICAL RETORTS. 


The most successful Furnace in America in competition with all others. Results equalled by no other Furnace, 
Full or Semi-Regenerative. Superior to all others in strength of construction and 
prolonged life of Retorts and Furnace. 


CHAPMAN VALVE MANUFACTURING: Co, LY 


MANUFACTURERS OF 


Valves ald Gates for Gas, Ammonia, Water, Ete. 


Also, Gate Fire Hydrants With and Without Independent ~=ean—asG@’ 
Nozzle Valve. All Work Cuaranteed. 










































DLOW YALYE MFE.C ob. 


WORES & GEN’L OFFICE: TREASURER’S OFFICE: 


Indian Orchard, Mass. 72 _ 112 Milk Sts, Boston, Mass. Wi 
















OFFICE AND WORKS, 


es Ss en Btower. 938 to 954 River mone to 83 Vail Av., 





30 San 

FOR IMPROVING BAD DRAUGHT IN BOILERS, AND FOR BURNING BREEZE | 5 da? 

OR OTHER WASTE MATERIAL. ‘ia ene 3 

gg. TP 

PARSON’S TAR .BURNER, 23: at 

Beg Zhe 

FOR UTILIZING COAL TAR AS FUEL. ges | oe 

, a3 & Sa¢ 

] =o 7c ES 
PARSON’S AIR JET TUBE CLEANER, 3*, geP y 
FOR CLEANING BOILER TUBES. ci 2 & § = ° & 2 
These devices are all first-class. They will be sent to any responsible party for trial. No sale o S 3 g z 2 s 5 
unless satisfactory. Manufactured by the WATERTOWN STEAM BLOWER COMPANY. 3% > . : [gs 
£o8 2 dln 
aes. = - 
H. E. PARSON, Supt., No. 54 Pine St., N. Y. BOB 3 de ia 

a 














RED BY 


GEORGE M. CLARK & ==> 


157 & 159 Superior Street, - Chicago, Ill. 
EVERY CONCEIVABLE SIZE AND STYLE. 


Ranging in Prices from $1.50 to $37.00. 


i=, JEWEL GAS STOVES 





WE USE NO CAS COCKS. 


All Flames are Regulated by a 
Direct Needle Valve. 


rhe J ew aed 





Only Well-Made Gas Stove on 
the Market. 


Write for our 1890 Catalogue and see for yourself, 





Jewel Circulating Water Heater. $15.00. 














July 27, 1891. Senienn Gas Light Hournal, 125 


The Continental Iron Works 


THOS. F. ROWLAND, President. THOS. F. ROWLAND, Jr., Secretary & Treasurer. WARREN E. HILL and CHAS. H. CORBETT, Vice-Presidents. 


¥ 
from New York to Greenpoint, ES EROORT.Y IN, N. WY. 


BUILDERS OF 


GAS HOLDERS, 


SINGLE-LIFT aud MULTIPLE-SECTION GAS HOLDERS A SPECIALTY. 


Wrought Iron Gas Holder Tanks. 


BENCH CASTINGS,.RETORT LID§8, 














Hydraulic Mains, Condensers, Scrubbers, 


PURIFIERS, VALVES, Htc. 


SELF-SEALING 
Retort Mouthpieces and Lids. 


For Round, Oval, or “DBD” Retorts. 











In calling the attention of those interested to our perfect working GAS STOVES 











anp RANGES, after a thorough and rigid trial of years, we have the unqualified 
assurance from the heads of over 6,000 households that ou: GAS RANGES anp 
STOVES are a perfect success for baking, cocking, broiling and roasting, and our 
is a marvel of convenience and economy, fur- 


nishing an unfailing supply of hot water. 





Our line includes all the different styles of Ranges 
and Stoves, and we call special attention to our 


ELot PYwlates, 


which are especially popular on account of the size and 





style, and finished either in nickel or polished iron. = 


We invite correspondence and send Catalogues on application, SSS SS | 


“aa cave Pa, THE DANGLER STOVE AND MFG. 0, Cleveland, 1 MSUSN 285, Pita 
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BERLIN IRON BRIDGE CO. 


TS I ne aS, 
Rte mg «| \ 
" gS55 . BY : 


S 





i; | 
' 





The above illustration is taken direct from a photograph of an iron roof built by us for the Waterbury Electric Light Co., at Waterbury, 
Conn. The side walls are of brick and the roof is of iron, the floor being of asphalt—making one of the most complete and perfect electric light 
stutions tu be found anywhere in the United States. Write for Illustrated Catalogue 


Office and Works, EAST BERLIN, CONN. 
AGENCIES.—S. W. BOWLES, JR., Western Mangr., 556 Rookery Building, Chicago, Ill. W. E. STEARNS, 318 Odd Fellows Building, St. Louis, Mo. 


GASHOLDER PAINT. Fuel and Its Applications, 


Use Only By E. J. MILLS, D.Se. FJR.S., and F. J. ROWAN, C.E., assisted 
by others, neluding Mr. F. P. Dewey, of the 


THE COVERNMENT WATERPROOF PAINT. Smithsonian Inst , Wash , D.C. 


Proof against Ammonia, and Absolutely Waterproof. Send for Prices and Particulars. + PLATES, AND 607 OTHER ILLUSTRATIONS. ROYAI. 
OCTAVO, PaGes xx, 82. HANDSOME CLOTH, $7-50. 


THE GOVERNMENT WATERPROOF PAINT CO., 122 Milk Street, Boston, Mass a. m. CALLENDER & CO., 32 Pime St., N. Y. 


Water Gas! E*uel Gas! 


For all Manufacturing Purposes. Generated from Bituminous Slack, Anthracite Coal Dust, or Coke Breeze, by 


THE LOOMIS PROCESS. 


Now in successful operation at Works of John Russell Cutlery Co., Turner's Falls, Mass., and Henry Disston’s Sons’ Saw Works, Tacony, Pa. 


The Cheapest Gas Generating System in the World. 


Utilizing any Kind of Low-Priced Coals. 
NOVEL IN DESIGN, MODERN IN CONSTRUCTION, SIMPLE IN OPERATION, PERFECT IN RESULTS. 


Plans and Estimates Furnished. 


BURDETT LOOMIS, - - Hartford, Conn., 


Or Murray Will Hotel, New York City. 














‘ 9 T ti CS ] 'e- In Three Volumes. Price per Vol., $10. 
In? =) rea se on. oa as. Sold either by Volume or 1n Sets. 
A Standard text-book for the Engineers and Managers of Gas Works, and for all who are concerned or take an interest in the manufac- 


ture and distribution of Coal Gas, and in the utilization of the Secondary Products resulting therefrom; treating also of the Gas Engine, 
and’of Gas Cooking and Heating Appliances. A. M. CALLENDER & CO., 32 Pine Street, N. Y. City. 
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GAS STOVES. ‘GAS METERS. GAS STOVES. 
Established 1834. Incorporated 1863. 
MANUFACTURERS OF 


Gas Meters, 


STATION METERS, 
METER PROVERS, PHOTOMETERS, 


Experimental Meters of all Kinds, 


Standard 3 Dia aghe ‘agm Dry Meter Standard 2 Diaphragm Dry Meter. 


Apparatus for Testing the quantity and Quality of Gases. 











Meters for Measuring Natural Cas. 


MANUFACTORIES, 
508 to 514 West Twenty-second St, N. Y. Arch and Twenty-second St., Phila. 
Nos. 244 & 246 North Wells Street, Chicago, Ill. 


AGENCIES, 


No. 177 Elm Street, Cincinnati, Ohio. No. 222 Sutter Street, Si Francisco, Cal. 
No. 810 North Second Street, St. Louis, Mo. 





CAS STOVE SHOW ROOMS, No. 24° Sixth Avenue, New York City. 
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ROOTS’ 
= BYE-PASS VALVES. 








GAS V AL:WVE|BYE-PASS VALVE. 


Quick Acting, Automatic Action 
Sim ple, Reliable 
Hfficient, Durable. ae Durable. 
Thousands now in use and giving perfect satisfacti: rite for Catalogue and Prices. 


ROOTS’ 
NEW An perdaietamens 








Neatness of Design, Durability, Simplicity, Efficiency, and Economy of Power. 


THE ONLY EXHAUSTER MADE WHERE 


The Parts Needing Attention are External, and Easily Accessible, 


Send for,Descriptive Catalogue amd Frice List. 


THE P. H. & F. M. ROOTS CO., Patentees and Manufacturers, CONNERSVILLE, IND. 


S. S. TOWNSEND, Gen. Agts., COOKE & CO., Selling Agts., 163 & 165 Washington St., N. Y. 
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THE UNITED 
GAS IMPROVEMENT CoO., 


DREXEL BUILDING, PHILA., PA. 





























Owners of the Lowe, Granger-Collins, McKay-Critchlow (for car- 
bureting Natural Gas), and Other Gas Patents. 


BUILDERS, LESSEES # PURCHASERS OF GAS WORKS. 




















tie y ) tae - = ee + i va B' " Ss 

—— eo | me | PE oS Parle. aS | a, < 
= mn - - a _——_—— — => — is r= 34 

‘ Eh ow ‘ : fo. OW ge Kiet ae) Sooo ora ee rr HE 4 pea Tecat ae sf 


Standard ‘‘ Double Superheater" Lowe Apparatus, Especially Designed for the Use of Lima Crude Oil. 





Hirectors of 


WATER GAS PLAN'Ts, 


(Either Independent or Auxiliary to Coal Gas Works), 


USING LIMA OR OTHER LOW GRADE OILS AND ANTHRACITE COAL OR GAS HOUSE OR OVEN GOKE. 





> 
PAMPHLETS, PLANS, AND ESTIMATES FURNISHED UPON APPLICATION. 
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NATIONAL 


GAS LIGHT AND FUEL CO., 
No. 52 Lake Street, Chicago. 


GAS WORKS 


Built, Remodeled, Leased, and Purchnased. 














71 Springer Cupolas The total capacity ,of 
have been installed Springer Apparatus 
in the U. 8S. during now in use is over 
the past four years. 25,000,000 ft. daily. 


THE SPRINCER CUPOLA SYSTEM 


Has Proven Itself the most Economical and Satisfactory Method of Gas Manu- 
facture ever brought to the attention of the Gas Fraternity. 


CUARANTEED ESTIMATES of Cost of Gas Furnished on Application. 











GASHOLDER TANK CONSTRUCTION, ETC. 


Gas Companies and others about to erect Gasholders ‘will find it profitable to consult 
W. C. Whyte, who for over 30 years has made a specialty of 

















Tank Excavation andl Mason Work. 


Fifty Tanks now in operation show the sort of work done. Address 


W.C. WHYTE, - No. 15 Cortlandt Street, N. Y. City. 
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WHAT OUR CUSTOMERS SAY OF IRON SPONGE. 


COLUMBUS, O I regard the Connelly Iron Sponge as the best 
form of oxide of iron of which I have any knowledge. 
E. McMILLIN, Eng’r. 


OHIO PENITENTIARY, I take pleasure in saying that the 
Iron Sponge bought of you two years ago, and which has been in con- 
stant use ever since, has given entire satisfaction. It does all you claim 
for it; in fact it reduces the cost of purifying to almost nothing—which 
certainly ought to be satisfactory. R. P. GREEN, Supt. 


CINCINNATI, O Our experience shows that by the use of Iron 
Sponge in place of lime we have effected a saving of 1.4 cents per M. 
in cost of purification. A. HICKENLOOPER, Prest. 


SANDUSKY, O. The Iron Sponge has been a great advantage 
and saving to us over old method. THos Woop, Supt. 


CADIZ, O. We have been using your Sponge for five years with 
entire satisfaction, and at about one fourth the cost when we used lime 
for purification. A. N. HamMMonp, Supt. 


LOGAN 0O. We have no desire to go back to purification by lime. 


A. MICHIE, Sec. 
LIMA, O. We have used your Iron Sponge for two years, nothing 
else, and are entirely satisfied with it. Lima Gas Lr. Co. 


TROY, ¢ Recommend Iron Sponge to any Gas Company. It 
is as good and far cheaper than lime, and far less labor connected 
with it. R. A. Dirrmar, Supt. 


WOOSTER, O. We have used your Iron Sponge about 8 months 
with entire satisfaction, and we shall continue to use it as long as we 
can do so with the success we have had thus far. 

Wooster Gas Lr. Co. 


HAMILTON, O. We have been using your Iron Sponge for the 
past 5 years exclusively—using no lime with it—and it affords us pleas- 
ure to testify to its merits. Our present lot has been in use now over 
16 months. D. H. HENSLEY, Sec. 

MANSFIELD, O. Our Company has been using your Iron 
Sponge for 2 years in our works for purifying. It has been very sat- 
isfactory, and we would not know how to get along without its use. 

G. S. Harris, Supt. 


PORTSMOUTH, O 
so far it has given entire satisfaction. 


We have been using your Iron Sponge, and 
J. W. SMITH, Sec. 

PAINESVILLE, ( 
past 2 years, 
tion. 


We have used your Iron Sponge for the 
shall continue to use it. It gives perfect satisfac- 
J. W. ALEXANDER, Prest. 


aud 


CONNELLY IRON SPONGE AND GOVERNOR CO., No. lll Broadway, New York. 

















WiILBRAE AM 


GAS EXHAUSTER & ENGINE COMBINED. 
WILBRAHAM BROS. 


PHILADELPHIA, PA. 


IRON MASS 


For Gas Purification. 





Acts immediately, and more efficiently 
than any other purifying agent 
now in use. 


Greenpoint Chemical Works. 


JOHN SCHRIEVER, Manager. 
Greonpoint Ave. & Newtown Creek, Brooklyn N.Y. 


JARVIS ENGINEERING CO, 


61 Oliver St., Boston, Mass. 


CONTRACTORS FOR ERECTING 


COMPLETE STE#M OUTFITS FOR ELECTRIC 
LIGHTING STATIONS. 


‘Steel Boilers set with Jarvis Pat. Boiler Setting 
To burn COKE SCREENINGS for Fuel. 
ARMINGTON & SIMS C0. ENGINES, 


Belting direct to Dynamos, without ising Shafting. 
SEND FOR CIRCULARS. 


REFERENCES.—Charlestown Gas & Electric Light Co., Charles 
town, Mass.; Schenectady Gas & Electric Light Co., Schenectady 
N. Y.; Brookline Gas Co., Brookline, Mass. 
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Ava or i te, © i 


10) 


‘ 














Gasholder Tanks & Gas Works Masonry Complete. 


PLANS PREPARED AND ESTIMATES FURNISHED AT SHORT NOTICE. 
J. P. WHITTIER, 70 Rush St., near Division Av., Brooklyn, N. ¥. 
A Large Quantity of Ground Fire Brick For Sale Chea. 











1891 DIRECTORY 1891 


Or ADAEEIC AS pean COMPANIES. 


Price, - 


“ $5.00. 


A. M. CALLENDER & CO, No. 32 Pine Street, New York City. 





132 American Gas Light Dournal. July 27, 1891. 





Wootl’s Gas Scrubbing and Enriching Apparatus. 











—_ 
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End Elevation. "Side Elevation. 

The cheapest, simplest, and most effective apparatus for removing Tar and Ammonia, and enriching Gas, ever 
brought to the attention of Gas Manufacturers. With ordinary condensers and scrubbers the condensable illum- 
inants flow off to the tar wells and liquor tanks and are lost, but with Wood’s Apparatus these illuminants are saved 
and retained in the gas, thus increasing its illuminating power and making a great saving in the cost of enriching 
material. Where set up next after the Hydraulic main, this Scrubber produces an 8-0z. Ammoniacal Liquor. 


JAMES R. FLOYD & SONS, - - Nos, 531 to 543 West 20th Street, N. Y. city. 


FORT WAYNE ELECTRIC CO. 


FORT WAYNE, IND. 


MANUFACTURERS OF THE 


Slattery Induction System 


—OFr— 


LONG DISTANCE INCANDESCENT LIGHTING. 


The Most Carefully Worked Out and Complete Alternating Current System of Electric Lighting in Existence. 








— AND THE —— 


WMwW/7O Op 
Automatically Refoulating 


Arc Dynamos AND LAMPS. 





Main Office and Factory, Fort Wayne, Ind. 


BRANCH OF F'ICES. 


NEW YORK, e 115 Broadway. PITTSBURCH, PA., ” - 533 Wood Street. 
PHILADELPHIA, . 907 Filbert Street. DALLAS, TEXAS, - - - McLeod Building. 
CHICACO, - = 185 Dearborn Street. TORONTO, CANADA, - 138 King Street, West. 
SAN FRANCISCO, 35 Now Montgomery Street. MEXICO, F. Adams’ Successors, - City of Mexico. 
BUFFAL® N.¥- = ° ° 228 Pearl Srteet. CUBA, Maicas & CO., . ° Havana, 


Wood Dynamo. 
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_ ENGINEERS. GAS AND WATER PIPES. GAS AND WATE R PIPES. _ 





D. WANNER, Chairinan. A. H. MELLERT, Mangr. of Wks. 


cic Fomon é womecn. cc WARREN FOUNDRY AND MACHINE CO., 


and READING FOUNDRY CO., Ltd. or a Established 1856. Works at Phillipsburgh, N. J. 


Reading, Pa. New York Office, 160 Broadway. 


waiiiciioala) CAST IRON WATER AND GAS PIPE, 


Lowcacas ca 
FROM THREE TO FORTY-EIGHT INCHES DIAMETER. ALSO, ALL SIZES OF 





specteie=tienee Pipe, Valves and | 
Lamp Posts, Hetorts, etc. 


General Foundry and Machine Work. 


JONM FOX, ealting azent. 160 Broadway, H.Y. Flange Pipe for Sugar House and Mine Work. Branches, Bends, Retorts, etc., etc. 





THE OHIO PIPE COMPANY, mw 3, DRUMMOND, EMAUS PIPE FOUNDRY. 


DONALDSON IRON COMPANY. EMAUS, PA. 


GISTIRONGAOUWALERCIPE. 


MANUFACTURERS OF 


Cast Iron Gas & Water Pipe, 


BRANCH AND SPECIAL CASTINCS. 


Gas-House Bench Castings, Hydraulics, Lamp Posts, Flange Pipe 
and Specials, Architectural Castings, Building Columns, 


Set eee ees aot SPECIAL CASTINGS AND LAMP POSTS. ANUFACHORERS 08 


GENERAL FOUNDERS AND MACHINISTS, ] om C 
Columtsus, onic. fice, Corbin Building, 192 Broadway, WN. Y. CAST TRON PIPE AND SPECIAL GASTINGS 


THE ADDYSTON PIPE AND STEEL COMPANY. 


CAST IRON CINCINNATI, OHIO. 
PIPE For MANUFACTURED “= NATURAL GAS ™ WATER. 
SPECIALS, FLANGE PIPE, AND LAMP POSTS 
JOS. R. THOMAS, 


No. 32 Pine Street, N.Y. City. 














CONSULTINC AND CONSTRUCTING 


Gas Engineer and Contractor. 


PLANS, SPECIFICATIONS, AND ESTIMATES 








FURNISHED. 
Contracts taken for all Appliances USED BY THE FOLLOWING GOVERNMENTS: | 
required at a Cas Works, UNITED STATES. 
ae i a , : U. 8. Torpedo Station, Newport, R.1I., 43 H. P. | 
5 New Works or Extens to Old Plants. 
Either for Hew Works or Extensions to 2 acs U.S. Army Department, San Antonio, Tex., 50 H. P. 
—- U. 8. Engineer Corps, St. Louis, Mo., 8 H. P. | 
U. 8. Military Post, Fort Canby, Wash., 4 H. P. 
JAMES R SMEDBERG U.S. Government Quartermaster Department, Vancouver, Wash., 62 H.P | 
; j U. 8. Government Quartermaster Department, New Orleans, Le., 15 H. P 
: = U.S. Senate, Washington, D. C., 150 H. P. | 
Cas Eneineer, U.S. House of Representatives, Washington, D. C., 75 H. P. 
erson Ave., Peoria, Iil., U. 8. Government Ice Factory, San Antonio, Tex., 4H. P. 
i} ' 
Will furnish Plans, Specifications and Estimates for the Remod- = “ a ig are Va., 125 — Pp. 
eling or extension of Gas Works. Also, Analytic Reports upon - 8. mee ard, Brooklyn, N. oy 125 H. P. 
the business condition 4nd prospects of Gas Companies. Ample U. 8. Government, Ellis Island, N. Y., 120 H. P. 
references will be given. U.S. Dispatch Boat ** Lucerne,”’ Norfolk, Va., 50 H. P. 
Washington Monument, Washington, D. C., 25 H. P. 








MEXICAN: State of Guerrero, 15 H. P. 


DUR AND WOODMAN, Ph.D.. JAPANESE: In Government Coal Mines, 150 H. P. 
HOLLAND: Government Physical Laboratory of Leiden, 15 H. P. 
Analytic and Technical RUSSIAN: Moscow Imperial Technical School, 10 H. P. 


NEW SOUTH WALES: Government of New South Wales, 160 H. P. 
Cc Ea 5; RA IL feos} Tr a TASMANIAN: Alexandria Battery, Hobart, 75 H. P. 


ENGLISH: Numberunknown. Details notreported. Over 30 encines, 











Analyses of Gas, Fuel and Gas Coals, Crude and Refined Petro- 
leum, Materials for Gas Puritication, Tar, Ammoniacal Liquors Many others sold by agents, but not reported. 
and other Bye-Products, Fire Clays, Deposits in Mains, Water 
for Steam Making, Boiler Scale, etc., ete. Expert work in con- 





Ae eee” mgeannedel Uonengeaion Si Setebets 5 TH Ee = W ESTING OUSE M ACH INE COM PANY. @ 
E =f = 7 « ° .OF e~ == 





127 Pearl Street (Hanover Square), N. ¥. 
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RETORTS AND FIRE BRICK. 


JH. GAUTIER & COMPANY LACLEDE FIRE BRICK MFG. CO., 


MANUFACTURERS OF 
CORNER OF 


GREENE AND EssEX stnrets, Fire Brick, Gas Retorts, 
JERSEY CITY, N. J. ws 


ST. LOUIS STANDARD SEWER PIPE. 
MANUFACTURERS OF 
Blast Furnace and Cupola Linings, every description of Fire CLAY GAS RETORTS 
Clay Gas Retorts, — Dry Miled and ‘Crude Fire Cay te 
| iret AND RETORT SETTINGS 


Clay Material, Fire Clay Flue Linings, Chimney Tops 
: > 
Gas House Tiles, 901, 903, and 905 Pine Street, FIRE BRICKS, TILES, ETC., 
Fire Bricks, Etc. Etc. paren, silts Office and Works, 15th Street and Avenue C., N.Y 
Ground Clay, Fire Brick and | EOTARLISHIED IN 1968. 


Fire Sand in Barrels, B. KREISCHER & SONS, 


OFFICE FOOT OF HOUSTON ST., 
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MANHATTAN 


FIRE BRICK & ENAMELLED CLAY 
RETORT WORKS 


ADAM WEBER. 




















H. GAUTIER, Prest. CHAS. E. GAUTIER, Sec. & Treas. 
Cuas. E. GREGORY, V.-Prest. Davip R. DALY Gen'l Mang’r. 


BROOKLYN. 


Clay Retort & Fire Brick Works, Gas Retorts, 


(EDWARD D. WHITE & CO.) 


“Wanafacturers of Clay Hetorts, Fire eed 
Gas House and other Tile. 


JAN DYKE, ELIZABETH, RICHARDS & PARTITION STS. | 


Office, 88 Van Dyke St., Brooklyn, N. Y. 








E.B., N.Y. 


TILES, FIRE BRICK. 


AND EVERYTHING IN THE FIRE CLAY LINE. 








Works, 
LOCEPORT STATION, PA. 


ESTABLISHED 1864.— Office, Rooms 19 & 20, Lewis Block 


J AMES GARDNER. JR.., PITTSBURGH, PA, P. 0. Box 373 


Successor to WwWiIiLTITIAmM GARDNER & SON. 


Fire Glay Goods for Gas Works. 


SOLE REPRESENTATIVE OF THE McILHENNY RECENERATIVE BENCHES FOR THE U. S. 
H. A. NORTIN, No. 92 WATER STREET, BOSTON, MASS., Agent for the New cages | States. 
CHAS. A. REED, 








GEO. C. HICKS, ae THOS. SMITH, Prest. AUGUST LAMBLA, Vice-Prest. & Supt. 
Prest. 


CHICAGO “Sch sires 


Retort and Fire Brick Co., 


MANUFACTURERS OF 


Fire Clay Goods of all Kinds, 


AND BEST QUALITY ONLY. 


Regenerative Furnaces & Water Gas Goods. 
45th St., Clark to La Salle, Chicago. 


GEROULD'S IMPROVED RETORT CEMENT. 


A Cement of great value for patching retorts, putting on mouth- 
pieces making up al! bench-work joints, lining blast furnaces 
and cupolas. This cement is mixed ready for use. Economic 
and thorough in its work. Fully warranted to stick. 


PRICE LIST. 





In Casks, 600 to 800 Ibs. » f.0.b. N. Y., at 5 cents per pound. 
In Kegs, 100 to 300 lbs., ** at f 
In Kegs less than 100 Ibs., 


~ =e 
Cc. L. GBROUVULD & CO., 
5 & 7 Skiliman St., Brooklyn, N. Y. 


Western Agt., H. T. GEROULD, Jeffersonville, Ind. 


Parker-Russell 
Mining and Mfg. Co., 


CITY OFFICE, 
Mermod-Jaccard Bldg., Rooms 307 & 308, 
Broadway & Locust St., St. Louis. Mo. 


PROPRIETORS OF THE 


OAKHILL GAS RETORT & FIRE BRICK W'KS 


Our immense establishment is now employed almost entirely in 
the manufacture of 





Materials for Gas Companies 


| We have studied and perfected three important points. Our re- 
| torts are made to stand chenges of temperature, the strongest 
| heats of the furnace, and the abrasion of feeding and emptying. 
We have the exclusive Agency for the West of the celebrated 


Kloenne-Bredel Full Depth and 
Semi-Recuperator Benches, 
And also furnish and build 


BALTIMORE 


RETORT & FIRE BRICK C0, 


MANUFACTORY AT 


LOCUST POINT BALTIMORE, MD. 


Clay Retorts, Blocks & Tiles 
FIRE BRICK, FIRE CLAY, 
AND FIRE CEMENT. 


Red and Buff Ornamental Tiles and Chim. 
mey Tops. Drain and Sewer Pipe (from 
2 to 30 inches) Baker Oven Tiles 
19x12x23 and 10x 10x32. 


WALDO BROS., 88 WATER 8T., BOSTON, MASS 





Our Own Styles Semi-Recuperator Furnaces 
for the use of Coal or Coke as fuel. 


Sele Ageuts the New Engiand States. 








Boston Fire Brick Works 


Manufac- 
turers of 


fas Re 


torts and Settings 


Under the Personal Supervision of MOR. GHO. C. HICES iate of Chicago. 
Fire Clay Goods of all kinds. Akron Sewer Pipe, Lime, Cement, etc. Agts. for the Arc Gas Lamp & Governing Gas Burners. 


Send for Circulars and Prices to 


FISKE, COLEMAN & CO., Managers, No. 62 Congress Street, Boston, Mass: 


























July 27, 1891. American Gas Light Journal. 135 


FRED. BREDEL, C.E. 


Contractor for the Complete Erection and Equipment of Gas Works. 
Sole Proprietor of the KLOENNE PATENTS for North America. 


Gas Condensing and RECUPERATIVE 
Purifying Machine. FURNACES. 


‘auhoaster &: Oxide Purifier. Adapted to Retort Houses 
With or Without 


Stage Level. 











No Condensers Required. 


No Naphthaline or Pitch 
is Formed. 


HIGHER CANDLE POWER. 


Tar & Ammonia Washers 


Over 1,400 Retorts Now in 
Use in America. 





Inclined Retort 








WATER GAS WASHERS. , Purtbtag 8 Machine nonce Guastend Ons wena. No, 2. Septiile, 1 ‘s00,000 Cu. Ft. Benches. 
Refers, by permission, to Mr. Eugene Vanderpool, Newark, N. J., and Mr. E. G. Cowdery, Milwaukee, Wis. 
For further information address 


ERED. BREDEL,, 
118 Farwell Ave., Milwaukee, Wis. 22 Beaver St, N.Y. City. 


THE NEW 


|e HANDY BINDER. 
GeneratorGas Furnace ‘RETORT Wonks © SeceetliomeeR variate eer corn 


be es of its own. tt allows the opening of tne pages per- 








rLEMMina’s HENRY MAURER & SON, {F. fe 


(ESTABLISHED 1856.) 





ctly flat, whether one or several numbers are in the binder 

WORES, Perth Amboy, N. J. Any number can be taken out and replaced without disturbing 
re. 418 to 422 East 23d St., N. Y. rx others. The papers are not mutilated for subsequent bind- 
) permanent form. The binder is supplied with gilt side 

Clay Gas Retorts, tite, and is an ornament to any desk or reading table. The 
JOURNAL, filled in the Handy Binder, becomes a volume of great 

BENCH SETTINGS, alue, always convenient for instant reference. Handy Binder, 


Postage paid. $1 00. 
A. M. CALLENDER & CO., 82 PINE STREET, NEW YORK CITY. 


The American Gas Engineer 
and Superintendent's Handbook. 


By WILLIAM MOONrtEY. 


Consisting of Rules, Reference Tables, and Original Matter 
Pertaining to the Manufacture, Manipulation, and 
Distribution of Illuminating Gas. 


Fire Brick, Tiles, Etc. 














Materials furnished and Benches erected by 


J. H. GAUTIER & CO., - Jersey City, N. J. 
a ee Oi CALLENDER & co.. 32 Pine St., N. Y. 


8SO Passes, Full Gilt Morocco. Frice, $3. 











NEWBIGGING'S HANDBOOK FOR GAS ENGINEERS AND MANAGERS. 


The present (the fifth) edition marks an important advance on those that have gone before. Considerable additions have been made to the text, 
and much of it has§been rewritten and otherwise improved. Price, cloth, $6. A. M. CALLENDER & CO., 32 Pine St. N. Y. 
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DAVIS & FARNUM MFG. CO., 


WAT, THAM, MASS. 


PRINCIPAL OFFICE AND WORKS, Waltham, Mass. 







BOSTON OFFICE, Room 18, Vulcan Building, 8 Oliver Street. 





SINGLE, DOUBLE, 


AND 


TRIPLE LIFT 


Gasholders. 


OF ANY CAPACITY. 


TUBULAR, PIPE, 


AND 


SINUOUS FRICTION 


COMUELSErS. 


OF ALL SIZES. 























IRON ROOF FRAMES AND HLOORS. 
Purifying Boxes, Genter Seal or Valve Connections, Bench Work. 


Reversible Lime Trays. 
SELF-SEALING AND PRESSED STEEL MOUTHPIECE LIDS. 


Coke Barrows, Coal Wagons, and all Apparatus Requisite for a Complete Gas Plant. 








— ALSO — 


Gas and Water Pipe, F"langed Pipe, 


Sugar House Work, and Special Castings of all Descriptions. 








Batablished i1se61. 









Imcorporated iss. 


KERR MURRAY MFG. CO., 


FORT WAYNE, IND. 









Those who are in need of 


Holders OP (jas Works Apparatus of any [eseription, 


AND OF THE LATEST IMPROVEMENTS, 


will find it to their interest to 


GCEHT AN ESTIMATE FROM US 


before placing their order. 


As we make a Specialty of this Class of Work, and are Practical Builders 
and Manufacturers of same, 





with our long years of experience in the business, 


WE CAN GUARANTEE YOU SATISFACTION. 





Hetimates, Fluinms anc Specifications Furnished on Application. 
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BARTLETT, HAYWARD &CO. 


Baltimore, nad. 








triple Double, & Single-Lif —. PURIFIERS. 
GASHOLDERS, | ger CONDENSERS 
[rol Holder Tauks i = Scrubbers, 
ror FRAMES, Fy a s + BENCH CASTINGS, 
Cirders. | or | a a1 az OL STORAGE TANKS. 





The Wilkinson ‘Water ¢ Gas Sinasinn, 


THIRTY-CANDLE, NON-CONDENSABLE, FIXED GAS. THE MOST SUCCESSFUL GAS PROCESS IN OPERATION. 


Munich Regenerative Furnace, System Drs. Schilling & Bunte. 


MILL’S REVERSIBEL LIME TRAYS. 
Gas Works a ema and Constructed. 











Pascal Iron Works. «s™szuis"° Delaware Tron Works. 


MORRIS, TASKER & CO., 


INCORPORATED. 
OFFICE, 224 SOUTH THIRD STREET, - - PHILADELPHIA, PA. 


CONTRACTORS, BUILDERS, AND MANUFACTURERS OF 


Gas, wy a __ — Works 


Bench Castings. Iron Roofs. 


_Condensers. Street Stops, 
Scrubbers. Valves, ete. 
Purifiers. Stand-Pipes. 


Hyd. Carriages. Water & Oil 





Tanks, all Sizes. 


Single, Double, ory  Triple-Lift Cas Holders. 
SELF-SEALING RETORT LIDS. STAMPED STEEL RETORT LIDS. 
Locomotive Water Columns, Filters, etc. Boiler Tubes, Wrought Iron Pipe & Fittings 


Iron Floors, 


Plans, Specifications and Estimates for all kinds of Machinery furnished on application. 
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and 
Machinists. 


400 Chestnut St., PHILADELPHIA, PA. 


Foundries & Works, Engineers, 
WILLVILLE, FLORENCE, Iron Founders, 
and CAMDEN, N. J. = & e a 


MANUFACTURERS OF 


CAST IRON PIPH 


vi Gas Holders, 


SINGLE, DOUBLE, AND TRIPLE LIFTS, WITH 
OR WITHOUT WROUGHT IRON 
OR STEEL TANKS. 


PURIFIERS, CONDENSERS. 


Scrubbers. 


xy 





N 


| 


> > 


— 


/\/ 
VAX 


BENCH WORK. 


N / / i“ : ! 
\ 


lron Floors and Roofs, Plate Girders. 


Heavy Loam Castings. 


WAVAV AVA 


LNT 
1 WAVAX 
| AVA 


HYDRAULIC WORK. 


be i 
be fee 


Lamp Posts, Valves, Etc. 





G. G. PORTER, Prest. 


ISBELL-PORTER COMPANY, 


(Successors to SMITH & SAYRE MFG. COMPANY CHAS. W. ISBELL, Secy. 


ENGINEERS AND CONTRACTORS FOR THE 


onstruction and EXtension of fas Works. 


Special Castings, Tees, Bends, etc. 
Bench Castings. 
Water Gas Generators. 
Hydraulic Mains. 
Iron Floors. 
Brenner Self-Sealing Retort Lids. 
Tar Gates and Hydraulic Main Dip Regulators. 
Hutchison’s Tar Displacement Apparatus. 
Multitubular Condensers. 
Standard Washer-Scrubbers. 
Tower Scrubbers. 


Walker’s Tar and Carbonic Acid Extractors. 


Exhausters. 
Engines. 
Steam Jet Exhausters. 
Exhauster Governors. 
Compensators. 


Self-Acting Bye-Pass Valves. 
Valves. 


Valve Stands with Indicators. 
Purifying Boxes. 
Purifier Valve System. 
Center Seals. 
Street Governors. 


Estimates, Drawings and Specifications Furnished for the Alteration, Improvement, or Extension of 
Existing Works or the Construction of New Works. 


IS BEtit4-PORTHR COMPANY, 


No. 245 Broadway, New York City. 
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GAS wo. RKS APPARATUS AND CONSTRUCTION. 


JAMES R, FLOYD & SONS, 


(SUCCESSORS TO HERRING & FLOYD) 


Oregon Iron Works, 
W. 20th & 2st. Sts., bet. 10th & llth Avs., 
NEW YORK CITY. 


Engineers and Contractors 


FOR THE 


CONSTRUCTION OF 
GAS WORKS. 


MANUFACTURERS OF 


All Kinds of Castings and 
General Ironwork 


FOR 


GAS APPARATUS. 


Bench Castings, Regenerative and Half 
Regenerative Furnace Castings. 


Condensers, Scrubbers, Purifiers, 
Street Drips and Connections, 


Valves, 

Hydraulic Hoisting Purifier Carriage, 
Self-Sealing Retort Lids, Improved 
Valve Stand and Indicator, 
Seller’s Cement. 

Plans, Specifications, and Estimates furnished for Construction 
of New or Alteration of Old Works. 


Bouton Foundry C0., 


AND MACHINISTS, 





FOUNDERS 


CHICAGO, ILL. 


PURIFIERS, CONDENSERS, 
Bench Work 
SPECIALS, LAMP POSTS, 
SCRUBBERS, 
Iron Roofs and Floors. 


Plans and Estimates furnished for new works or extensions of 
old works. 


PATENTS. 


Gas Works Apparatus, 





GAS WORKS APPARATUS AND ‘CONSTRUCTION. 





H. RANSHAW, Prest. & Mangr wm T. H. Brrc#, Asst. Mangr. R. J. TARVIN, Sec. & Treas. 


STACHY MEG. CO., 


MANUFACTURERS OF 


Single and Telescopic Gasholders, 


IRON ROOFS, BRIDGES, LAMP POSTS, 
Water and Oil Tanks, Coal Elevator Cars, 


COKE CRUSHERS, BENCH CASTINGS, 


And all kinds of Wrought and Cast Tron Work used in the erection of Coal and Oil Gas Works, 
Rolling Mill Machinery and Heavy Castings a Specialty. 


STACEY, Vice-Prest 


Wrought Iron Works: 
16, 18, 20, 22, 24 & 26 Ramsey Street: 


Foundry : 
B33, 35, 37 & 30 Mill Street. 


Cincinnati, ONni1io. 


182. DEILY & FOWLER, 


Laurel Iron Works. 
Address, No. 39 Laurel Street, Philadelphia, Pa. 


BUILDERS OF 


GASHOLDERS, 


Single 
EXoldecers Biwuilt 





and Telescopic. 


18Sses to 1890, Inclusive: 


Omaha, Neb. Port Chester, N. Y Paducah, Ky. ae ny, Pa. (two) Central Gas Lt. Co., New 
Scranton, Pa. (2d) New Rochelle, N. Y Norwich, Conr ount Vernon, N. Y. York City (2d) 

Long Island City, N. Y. Salem, N. J. (3d Seattle, W. T te hamton, N Y. Tacoma, Wash. 

Mageon, Ga. Omaha, Neb. (2d San Diego, Cal Concord, N. H Knoxville, Teno. 

York, Pa. Lynn, Mass. (2d) N n Gas Lt. Co., of Dover, Del, (2d) Pottstown, Pa 

Chester, Pa. Little Rock, Ark. New York, N. ¥ Calais, Me Victoria, B. C. 
Hazleton, Pa. (2d.) Irvington, N. Y Westerly, R. I New London, Conn. (2d) Vancouver, B C. 
Staten Island, N. Y. South Bosto rt, . Mass Willimantic, ( r West Chester, N. Y. Charlottesville, Va. 
Sauge rties, N. Y. Rye, N. Y. ( Montclair, N Bay Shore, L. I. So. Framingham, Mass. 
Clinton, Mass. (Lao. Mills) Woodstock, Ont. Attleboro, Ma Wi eating m, D.C. Woonsocket, R. I. 
Chattanooga, Tenn. Malden, Mass. Santa Cruz, Ca Newport, = I. (2d Simcoe, Can. 

| Galveston, Texas. (3d.) Staten Island, N. Y. (2d) Erie, Pa. (2d Morristown, N. J. Pittsfield, Mass. (2d) 

| Fort Plain, N. Y. Woodstock, Ont. West Chester, Pa. (2d Lebanon a Chattanooga, Tenn. (2d) 
| ee k, Ga Malden, Mass. Lancaster, Pa Oakland, Cal. 





GREENOUGH’S 


“DIGEST OF GAS LAW.” 


$5.00. 


FRANKLIN H. HOUGH 


Solicitor of American & Foreign Patents. 
925 F. ST., WASHINGTON, D.C. 


(NEAR U.S. PATENT OFFICE. 


¥Frice, 


This is a valuable and important work, a copy 

of which should be in the possession of every gaz 

ution company in the country, whether large or small. 
U.S. As a book of reference it will be found invaluable. 
It is the only work of the kind which has ever 
been published in this country, and is most com- 
plete. Handsomely bound. Orders may be sent to 


Personal attention given to the preparation and proset 
of applications for Letters Patent. All business before the 
Patent Offive attended to for moderate fees. No Agemey in 
the United States possesses superior facilities 
for obtaining Patents, or for ascertaining the patent- 
ability of inventions. Copies of patents furnished for 25 cents 
each. Correspondence solicited. 


4. MI. CALLENDER & CO., 32 Pine St.. N.Y. 





WM. HENRY WHITE, 


No. 382 


Pine Street, 


New York City- 


ENGINEER AND CONTRACTOR FOR THEI 


ERECTION AND EXTENSION OF 


GAS, WATER, AND ELECTRIC LIGHT WORKS. 


Correspondence with Gas Companies contemplating extending or improving their P!ants respectfully invited, 





Plans and Estimates Furnished. 
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GAS COALS. CANNEL COALS. GAS ENRICHERS. 








JAMES D. PERKINS. L- 3 +? K | N “ NX CO F. SEAVERNS. 
“7 


2283 & 229 Produce H=xchange, New York. 


Cable Address, ‘‘ PERKINS, NEW YORK.”’ Post Office Box 3695, New York. 


CENERAL SALES ACENTS FOR 


The Youghiogheny River Coal Company's 


OCEAN MINE YOUGHIOGHENY GAS COAL. 


HON. W. L. SCOTT, Prest. M. HH. TAYLOR, Vice-Prest. 


This Colliery is located at SCOTT HAVEN, PA., in the center of the Youghiogheny Gas Coal District, and produces 
the ONLY RELIABLE YOUGHIOGHENY COAL for gas purposes. (See Map on p. 87 of this Journat, Feb. 16, ’85.) 


PwProiInTs OF SHoIYMENT, 


Locust Point, BALTIMORE. Pier No. 62, PHILADELPHIA. 
ST. CEORCE, STATEN ISLAND, N. Y. HARBOR. 


Also, Shippers of the following well-known Cannels: 


Breckenridge & Old Kentucky Boghead 
from Kentucky, 


AND THE 


JHELLICO CANNEL, from TENNESSEE. 


Within the past four years we have delivered these Cannels to over One Hundred and Fifty Gas Companies 
in Thirty-five different States, and to some of the largest Gas Companies in 


GREAT BRITAIN, ON THE CONTINENT, AND SOUTH AMERICA. 


Single carloads or more delivered at any required point in the United States and Canada. Cargo shipments from 


NEW YORK, PHILADELPHIA, BALTIMORE, NORFOLK, AND NEWPORT NEWS. 


Particulars as to prices, etc., furnished upon application to the above address, 





JAMES & WILLIAM WOOD, cacone "eos. 
Gas and Gannel Goal Contractors, aNWAMELED 


No. 40 St. Enoch Sq., Glasgow. No. 2 Talbot Court, London. Gas, Water Meter, and Clock 


Proprietors of the BATHVILLE COLLIERIES (which produce the ID I LL. is — * 


celebrated BOGHEAD CANNEL), Shields, Shieldmuir, Drumpeller, and algo. 


as ° ° Enameled Iron Plates in Colors, and the 
other Collieries. This Firm offer Retsat Gheentied Letters 


and Numbers. 


Ss T Al J DARD CANNELS, We make a specialty of this class of work, and, with our Jong 


experience of over 30 years, can guarantee not only satisfaction 
and correctness, but extremely low quotations. ESTIMATES 
Unequaled as Gas Enrichers. 


AND SAMPLES FURNISHED ON APPLICATION. 


Analyses, prices, and all furtber information furnished on application to Office & Salesrooms, 11 Park Row, N.Y. 


Agency for U.S., Room 70, Nos, 2 & 4Stone St. N.Y. City. re oe 
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COKE CRUSHERS. GAS COALS. GAS COALS. 





The Despard Gas Coal Co., THE 
DESPARD Gas coaL,| PENNN GAS COAL OO. 


AND MANUFACTURERS OF OFFER THEIR 


Ft | Coal, Carefully Screened & Prepared for Gas Purposes, 


WHARVES, Locust Point, Siditnene, Md. | 

OFFICE, 44 South Street, Baltimore, Md. is 
I d Penn Stations on the 

ROUSSEL & HICKS, ? ? BANGS & HORTON, | Their Property is located in the Youghiogheny Coal Basin, near Irwin and Pen 


AGENTS 
71 Broadway, N.Y. § 


COXE BROS. & Oo. Principal Office: 
Cross Creek, Sugar Loaf & Beaver Meadow 209 SOUTH THIRD STREET, PHILA., PA. 


Lehigh Coals. 
Ceneral Office, 143 Liberty St., New York. : , ‘ ’ 
Boston, 70 Kilby Street ; Phila, 440 Walnut Street; Pennsylvania Railroad Piers; Greenwich Wharves, Delaware 


Chicago, “The Rookery"’; Buffalo, Coal and Iron Exchange; | 
Milwaukee, 91 Michigan Street. | River: Pier No. 1 (Lower Side), South Amboy, N. J. 
gE. BB. BAY, Gen’li Agent. | 


——o Chesapeake & Ohio Railway Coal Agency, 


FOR THE SALE OF THE 


| Superior Kanawha Gas Coals, Cannelton Cannel, 


Also, SPLINT AND STEAM COALS, 
From the Kanawha and New River Regions, on the line of the Chesapeake & Ohio R’way. 


C. B. ORCUTT, General Agent, - - No. | Broadway (Room 217) New York k City 


EDMUND H. MCCULLOUGH, Prest CHAS. F. GODSHALL, Tre H. C. ADAMS, Sec 


THE WESTMORELAND GOAL CO. 


Chartered 1854. 




















* ) 60 Congress St., Boston Pennsylvania Railroad, and on the Youghiogheny River. 





KFPointsa of Shipment: 

















Mines situated on the Pennsylvania and the Baltimore 


Keller's Adjustable Coke Crusher, “"* °° “stress, i= Westmoreland county, Pens 


SIMPLE, STRONG, AND DURABLE. POINTS OF SHIPMENT: 


O.M, Keller, see asune curtsaceco Ooumbss.tad | PHILADELPHIA, BALTIMORE, SOUTH AMBOY, N. J., 
Correspondence Solic WATKINS | (SENECA LAKE), oe 2 








Electric Light Primer. 


Since the commencement of operations by dis Company its well-known 

By CHARLES L. LEVEY. Coal has been large ly used by the Gas Ce omps anies of New England and the 

tacts Connected with the running of the Dynamo and tiecric Middle States, and its character is established as having no superior in gas- 
sitive ga ell giving qualities, and in freedom from sulphur and other impurities. 


A. M. CALLENDER & C0., 32 Pine St.,N.Y. Principal Office, 224 South 3d St., Phila., Pa. 


THE CLERK GAS ENGINE co., 
Main Office, 1012, 1014, 1016, 1018 Filbert St., Philadelphia, Pa. 


WM. W. GOODWIN, Prest. E. STEIN, Sec. 

















The utility and convenience of the Gas Engine being no longer an open question, it only remains now for 
intending purchasers to select the BEST. We claim for the CLERK GAS ENGINE that it is equal to any other 
manufactured as regards steadiness in runn ng, simplicity, and ease of keeping in repair, and that it gives the greatest 
amount of power for the least money (both in first cost and expense of running) of »uy engine made. In support of 
this claim we refer to the test of the Gas Engines made under the direction of the American Institute of New York, 
in December, 1885, and heretofore published in these columns. These engines are especially adapted for continuous 
running under heavy loads, and we can refer to Engines which have run 22 hours a day for months at a time 


Made In Sizes of 5 10. 15' 20. and 25 Horse Power. All Enaines Guaranteed for One Year, 
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J. GRIFFIN & CO., 


Nos. 1513, 1515, 1517 & 1519 Race Street, PHILADELPHIA. 
52 Dey St., NEW YORK. 75 N. Clinton St., «ere. rk. PERSONS, Mangr.) CHICAGO, 


MANUFACTURERS OF 


METERS FOR MEASURING GAS 


IN ANY VOLUME. 


WS” + Provers, Gauges, Registers, Etc., Etc. amy 
EXPERIMENTAL APPARATUS FOR QUANTITATIVE AND QUALITATIVE ANALYSIS 


Careful and Prompt Attention paid to Repairing of all kinds of Meters and Apparatus. 
Estimates Cheerfuliy Furnished. 














NATHANIEI TUFTS, 


No. 153 Franklin Street, Boston, Mass., 


MANUFACTURER OF 


DRY GAS METERS. 
Station Meters of any Capacity. 


Test and Experimental Meters, Pressure Registers, Pressure Gauges, 














om a Pressure and Vacuum Gauges. 
best facilities for manufacturini. METER PROVERS, PHOTOMETERS, STREET LANTERNS, ETC., ETC. 
Endauweroris pups. =i s§ Patent Cluster Lanterns for Street Illumination. 








CHARLES E. DICKEY. JAMES B. SMALLWOOD. CHARLES H. DICKEY. 


THE MARYLAND METER AND MANUFACTURING CO. 


Established 1866. 


BALTIMORE, North & Saratoga Sts. CHICACO, 122 & 124 Michigan St. 
NEW YORK, 838 Broadway. SAN FRANCISCO, 22! Front St. 
BOSTON, 92 Water Street, Rooms 2! and 22. 





CONSUMERS’ & STATION METERS, PRESSURE GAUGES, Etc., Etc. 


“Success” and “Perfect” Gas Stoves. 


A. HARRIS. E. L. HARRIS J. A. HARRIS. 
Established 18405. 


HARRIS BROS. & CO., 


Twelfth and Brown Streets, Philadelphia. 


Manufacturers of Wet and [jry fas Meters, 


STATION METERS, METER PROVERS, 


EXPERIMENTAL DETERS, SHOW OR GLAZED METERS, 
Pressure and Vacuum Registers, Cauges, Photometers, Drip and Bell Pumps, Etc., Etc. 


PROMPT ATTENTION GIVEN TO ALL ORDERS. METERS THOROUGHLY REPAIRED. 
STATION METERS OF ALL SIZES. 





















ESTIMATES FURNISHED FOP 
CORRESPONDENCE SOLICITED. 
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GAS METERS. GAS METERS. GAS METERS. 
GEO, J. MCGOURKEY, Prest. WM. H. MCFADDEN, Vice-Prest. (Phila.) WM. N. MILSTED, Gen. Supt. and Treas. (New York). WM. H. DOWN, Sec. 
Established 1834. Incorporated 1863. 
WET AND DRY GAS METERS. PRESSURE REGISTERS. METER PROVERS. 
STATION METERS. PRESSURE & VACUUM REGISTERS PORTABLE TEST METERS. 
EXHAUSTER GOVERNORS. PRESSURE & VACUUM GAUGES EXPERIMENTAL METERS. 
DRY CENTER VALVES. CRESSON GAS REGULATORS AMMONIA TEST METERS. 
GOVERNORS FOR GAS WORKS. MARSLAND WATER METERS BAR & JET PHOTOMETERS 
Manufactories: | GSAS STOVES. Agencies: 
sof BF Oo ‘“e ” ‘ 7 r ‘= 1 177 Elm Street, Cincinnati. 
512 West 22d St.. N. ¥. |} SUGG’S “STANDARD” ARGAND BURNERS, 244 & 246 N. Wells Street, Chicago. 
SUGG’S ILLUMINATING POWER METER, Sid Nest Seceul Mibed, 00; Ean, 
Arch & 22d Sts., Phila. } Wet Meters, with Lizar’s *“‘Invariable Measuring’? Drum. | 222 Sutter Street, San Francisco. 








EEL ME é& MciLHENN yr, 


(Established 1848.) 


CAS METER MANUFACTURERS, 


Nos. 1339 to 1349 Cherry Street, Philadelphia, Pa., 
WET AND DRY GAS METERS. STATION METERS, EXPERIMENTAL METERS, METER PROVERS, 


Center Seals, Pressure Registers, Governors, Indicators, Photometers, and all other kinds of Apparatus for use in Gas Works. 
FOULIS’ PATENT STATION AND DISTRICT GOVERNORS. 
REPAIRING DEPARTMENT.—We employ a special force of skilled workmen repairing meters of all makers. 





D. MCDONALD & CO., 
GAS METER MANUFACTURERS, 


(HKstablished 1854.) 


51 Lancaster St.. Albany,N. Y. 34& 36 West Monroe St., Chicago, I]l. 


STATION METERS, EXPERIMENTAL METERS, METER PROVERS, PRESSURE & VACUUM REGISTERS, PRESSURE GAUGES, ETC, 








We use only the very best materials, and employ the most skilled labor, and by our long experience (37 years) and personal supervision cf every deta 
we feel justified in assuring the public that our goods will give perfect satisfaction. Every Meter emanating from our establishment will bear the Ste 
Inspector’s BapGr, and will be fully warrented by us. Our Annual and Calendar will be sent to Gas Companies upon applicatio1 





DRY GAS METERS 
STATION METERS. 
METER PROVERS. 
GLAZED METERS. 


\ 7 WE MAKE THE STANDARD GLOVER METER, FULL SIZE, FULL WEIGHT, FULL CAPACITY. 





: Uo —— 
~ Meters of any Make Thoroughly Repaired. All Work Absolutely Guaranteed. 
Exchange for all kinds of Apparatus and Appliances for making Gas. Companies having anything not in use, such as 


Pumps, Engines, Governors, Purifiers, Exhausters, Scrubbers, Condensers, etc., please notify us and we will endeavor to finda buyer. New Machinery furnished. 


GAS PIANTS ERECTED. Correspondence Solicited. 


KEYSTONE METHR CoO., - Royexrsford, Pa. 
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GAS INTO FOWEHR, 


BY THE 


’ OTTO GAS ENGINE. 





CAS POWER.~—A Source of Revenue to Gas Companies ready to engage in Electric Lighting, building of 
Water Works, Electric Street Railways, ete. 
Coal for producing Cas is less in amount than that for producing Steam, both being measured on an 


equal amount of work performed. And, further, with Gas, 


5O to 90 per Cent. of Value of Coal is Returned 


by sale of Coke and Tar, according to the market value of these products. 

Labor for handling fuel is reduced, by its becoming centralized and confined to the gas bouse and frequently 
has not increased after the addition of a power station. 

With Gas Power, cost of fuel is strictly limited to the time of use. 


MANY VALUABLE yy ga lige" Rea | eg SUES 


AND RECENT its gece er NR iy fi 1-3 to 100 
IMPROVEMENTS. Cf) sae el | el HORSE POWER. 


Wherever Cas Companies tried Cas Power with Steam Power together in one Station, the use of 
Steam was subsequently abandoned or restricted, and Cas Power made to take its place. 


Where Gas Companies adopt Gas Power for Electric Plants, Water Works, Sewerage, etc., they not only 
choose the most economical power for their use, but secure to themselves the numerous advantages of increased 
production, without increase of expense, and benefit thereby their entire manufacture. They induce consumers, by 


their example, to abandon Steam for Gas Power, and, by establishing special rates, make 


Gas Power the Leading Power or To- Day, 
AND SOLVE AT ONCE THE QUESTION OF FUEL GAS. 


“Otto Gas Engine Works,” 


SCHLNICHER, SCHUM™M & CO., 
151 Monroe St. (Kent Building), Chicago. 33d and Walnut. Sts., Phila. 


NEW YORK AGENCY. 18 VESEY STREET. 








